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Act No. LIV OF 1948^ 

[10th. September 1948]' 

(As modified upto the 1st December, 1951) 

An Act to provide for the rationalisation of the production and supply 
of elecMcity, and generally for taking measures conducive to 
2[elecWcal development.] 

Whereas it is expedient to provide for the rationalisation of the 
production and supply of electricity, for taking meastires conducive 
to ^[electrical development] and for all matters incidental thereto, 

It is hereby enacted as follows: — 

CHAPTEE I 
Introductory 

1. Short title, extent and commencement.— (1) This Act may be 
called the Electricity (Supply) Act, 1948. 

(2) It extends to ®[the whole of India ^(except the State of 
Jammu and Kashmir).] ~ 

(3) This section and sections, 3, 4, 57, 58, ®[77 and 83] and the 
Sixth Schedule and the Table appended to the Seventh Schedule of 
this 4ct shall come into force at once. 

(4) The remaining provisions of this Act shall come into force in 
a ® [State] on such date, not later than 'two years from the coming 
into force of the sections, Schedule and Table mentioned in sub-sec- 
tion (3), as the '‘[State] Government may, by notification in the 
official Gazette, appoint : 

Provided that the Central Government may as respects any 
®[State] extend the said period of two years and in such event the 
remaining provisions of the Act shall come into force in that ® [State] 
on such date, not later than the extended period, as the ® [State] 
Government may, by notification in the official Gazette, appoint. 

2. Interpretation. — ^In this Act, unless there is anything repygnant 
in the subject or context, — 

(1) “Authoril^” means the Central Electricity Authority consti- 
tuted under section 3; 

'Foi Statement of Objects and Reasons, See Gazette of India, 1947, Pt. V, p. 514 
.and for Report of Select Committee, See ibid., 1948, pp. 201-203. 

*Subs. by the A. O. 1950 for "the electrical development of the Provinces of 
India". 

*Subs., fWi., for "all the Provinas of India". 

*Subs. by Act 3 of 195 ij for "except Part B States”. 

*Subs. by Act 57 of 1949, s. 2 for "and 77” (with retrospective effect). 

‘Subs, fay the A. 0 . 1950 /or "Province”. 

period extended upto the 31st March, 1951 for all States, see notification No. 
S.R. 0 . 131, dated the ist June, 1950, Gaz. of India, 1950, Pt. II, section 3, p. 158. 

•Subs, by the A. 0 . 1950 for "PK>vihcial”. 
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(2) ‘‘Board” means a ^ [State] Electricity Board constituted under 
section 5; 

(3) “bulk-licensee” means a licensee who is authorised by his 
licence to supply electricity to other licensees for distribution by 
them; 

(4) “controlled station” means a generating station designated in. 
a scheme sanctioned under Chapter V as a controlled station; 

(5) “generating station” or “station” means any station for 
generating electricity, including any building and plant used for that 
purpose and the site thereof, a site intended to be used for a generat- 
ing station, and any buildings used for housing the operating staff of 
a generating station, and where electricity is generated by water- 
power, includes penstocks, head and tail works, main and regulating 
reservoirs, dams and other hydraulic works but does not in any case 
include any sub-station for transforming, converting or distributing 
electricity; 

(6) “licensee” means a person licensed under Part 11 of the 
Indian Electricity Act, 1910 (IX of 1910) to supply energy or a person 
who has obtained sanction under section 28 of that ^ct to engage in 
the business of suppl 3 dng energy but, the provisions of section 26 of 
this Act notwithstanding, does not include the Board; 

(7) “main transmission lines” means all high pressure cables and 
overhead lines (not being an essential part of the distribution system 
of a licensee) transmitting electricity from a generating station to 
another generating station or to a sub-station, together with any step- 
up and step-down transformers, switch-gear and other work neces- 
sary to and iised for the control of such cables or overhead lines, and 
such buildings or part thereof as may be required to accommodate 
such transformers, switch-gear and other works and the operating 
staff thereof; 

(8) “maximum demand” means, in respest of any period, twice 
the largest number of kilowatt-hours supplied and taken during any 
consecutive thirty minutes (calculated from either the commencement 
or the middle of an hour) in the period; 

(9) “prescribed” means prescribed by rules made under section 
78;. 

(10) “regulations” means regulations made by the Board under 
section 79; 

(11) “iteserve Bank” means the Reserve Bank of India; . 

(12) “transmission lines” meaps all works mentioned in sub- 
section (7) used wholly or partially for the purposes of distribution; 

(13) “year” means, in relation to the Board, the year commencing 
on the 1st day of April; 

(14) “year of account” means, in relation to a licensee, his finan- 
cial year; 

(15) other explosions have the meanings respectively assigned -to 
than in the Indian Electricity Act, 1910.. 


*Subs. b^tbcAO. 1950 for “Proirincid”. 
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CHAPTEK n 

The Central Electricity Authority 
3. Constitution of the Central Electricity Authority. — (1) The 
Central Government shall constitute a body called the Central Electri- 
city Authority generally to exercise such functions and perform such 
duties under the Act and in such manner as the Central Government 
may prescribe or direct, and in particular to — 

(i) develop a sound, adequate and uniform national _ power 

policy, and particularly to co-ordinate the activities of 
the planning agencies in relation to the control and utili- 
sation of national power resources; 

(ii) act as arbitrators in matters arising between the ^ [State] 

Government or the Board and a licensee or other person 
as provided in this Act; 

(iii) carry out investigations and to collect and record the data 
concerning the generation, distribution and utilisation of 
power and the development of power resources; and 

(iv) make public from time to time information secured under 
this Act and to provide for the publication of reports and 
investigations. 

(2) The Authority shall consist of not more than six members 

appointed by the Central Government® * sn 4 = * 

(3) The Central Government shall appoint one of the * 

members to be the Chairman of the Authority. 

(4) All the members of the Authority shall hold office during the 
pleasure of the Central Grovernment. 

(5) No full-time member of the Authority shall be directly or 
indirectly concerned or interested in or have any share or interest in 
any company or other body corporate or an association of persons 
(whether incorporated or not), or a firm engaged in the business of 
supplying electrical energy or fuel, solid or liquid, for the generation 
of electricity. 

(6) The Authority may appoint a Secretary and such other officers 
and servants as it considers necessary for the performance of its 
functions imder this Act on such terms as to salary, remuneration, 
fee, allowance, pension, leave and gratuity, as the Authority may, in 
consultation with the Central Government, fix: 

Provided that the appointment of the Secretary shall be subject 
to the approval of the Central (government. 

(7) The Authority may act by two of its members in all matters. 

4. Power to require accounts, statistics and returns. — ^It be 

the duty of each ^[State] Electricity Board, i[State] Government 
Electricity Department or other licensee or person supplying electri- 
city for public or private purposes, or generating electricity for its or 
his own use, to furnish to the Authority such accounts, statistics and 
returns relating to the generation, supply and use of electricity as it 
may require and at such times and in such form and maTinpr as it 
may direct. 


*Subs. by tbe AO. 1950 for 'iProvincial”. 

*The words “of whom at least three shall be full time members” omitted by Act 
57 of I949 j s. 3. 

ynic words “full time” were omitted, ibid. 
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CHAPTER in 

State Electricity Boards 

5. Constitution and composition of State Electricity Board. — (1) 
The ^[State] Government shall as soon as may be after the issue of 
the notification under sub-section (4) of section 1, constitute by notifi- 
cation in the official Gazette a [State] Electricity Board under such 
name as shall be specified in the notification. 

(2) The Board shall consist of not less than three and not more 
than seven members appointed by the * [State] Government. 

2 * ♦ • ♦ 

(4) Of the members, one shall be a person of proved administra- 
tive ability and commercial experience; one shall be an electrical 
engineer with wide experience; and one shall be an accountant with 
experience of the electricity supply industry or other public utility. 

(5) One of the members possessing any of the qualifications speci- 
fied in sub-section (4) shall be appointed by the * [State] Government 
to be the Chairman of the Board. 

(6) A person shall be disqualified from being appointed or being 
a member of the Board if he is, or within the twelve months last 
preceding was, a member of ®[Parhament] or of any ^[State] Legis- 
lature or any local authority. 

(7) No act done by the Board shall be called in question on the 
ground only of the existence of any vacancy in or any -defect in the 
constitution of the Board. 

6. Inter-State agreement to extend Board’s jurisdictimi to another 
State. — (1) Subject to the provisions of this section, the Government 
of any ^ [State] may, after it has issued a notification under sub-see- 
tion (4) of section 1, in lieu of constituting a Board under section 5 
enter into an agreement with the Government of a contiguous [State] 
to provide that the Board constituted for the latter ‘[State] shall 
exercise the functions of a Board under this Act in the former 
‘[Sate]. 

(2) Subject to such modifications (being of a character not effect- 
ing the general operation of the agreement) of the terms of the agree- 
ment as may from time to time be agreed upon by the ‘[State] 
Governments concerned, an agreement entered into under this section 
shall be for a period of not less than twenty-five years but may be 
determined earlier by mutual consent. 

(3) An agreement under this section may — 

(a) make such financial arrangements between the participating 
^[State] Governments as may be necessary for the purposes of the 
agreement; 

^Subs. by the A. O. 1950 for ^TProvindal”. 

*Stib'Section (3) was omitted by Act 57 of 1949, s. 4. 

•Subs, by the A.O. 1^50 for CentraT*. 

•Subs. ibid* for ^^Proviuce^*. 
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(b) provide for consultation between the participating ^[State] 
Governments either generally or with reference to particular matters 
arising under this Act; 

(c) generally make such incidental, supplementary or ancillary 
provisions, not inconsistent with this Act, as may be deemed neces- 
sary or expedient for giving effect to the agreement, 

7, Effect of inter-State agreement. — ^Where an agreement is enter- 
ed into under section 6, the participating ^ [State] Governments shall, 
by notification in the official Gazettes, declare , a date on which the 
agreement shall come into force, and on and after that date — 

(a) the Board constituted for the one ^[State] shall have all the 
powers and duties of a Board imder this Act in respect of both 
^[States] as if they constitute a single ^ [State]; 

(b) references in this Act to the ^ [State] shall, unless the subject 
or context otherwise requires, be construed as references to both 
® [States], and in particular, the references in section 61 to the 
^ [State] Legislature shall be construed as references to the Legisla- 
tures of both ® [States]; 

(c) the provisions of section 60 in relation to the assumption by 
the Board of the rights and liabilities of the ^[State] Government 
arising before the first constitution of the Board shall apply to the 
assumption by the Board of the rights and liabilities of the Govern- 
ment of the ^ [State] to which the exercise of its fimctions under this 
Act is extended under the agreement, as if in that section for the 
■words ‘‘before the first constitution of the Board” there were substi- 
tuted the words and figure “before the date on which the agreement 
under section 6 came into force”. 

‘^[8. Term of office and conditions for re-appointment of members 
of the Board. — ^The Chairman and other members of the Board shall 
hold office for such period, and shall be eligible for re-appointment 
under such conditions, as may be prescribed.] 

9. Members not to hold interest in certain concerns. — (1) A 

member of the Board shall, prior to his appointment, give to the 
^[State] Government intimation of, and shall, before taking charge 
of his office, sell or divest himself of, any interest , which he may 
have for his o'wn benefit whether in his ovm name or otherwise, in 
any firm or company carrying on the business of supplying electricity 
or any fuel for the generation of electricity, or of the manufacture, 
sale or hire of machinery, plant, equipment, apparatus or fittings for 
the generation, transmission, distribution or use of electricity, or any 
interest in the managing agency or shares or securities of any such 
company, it ^all not be lawful for a member of the Board, so 
long as he holds office, to acquire or purchase anv such interest in any 
comply and if he, under any will or by succession or 
entitled for his own benefit to any such interest, he 
sell the same within three months after becoming so entitled 
mereto, and he shall also, within three months, sever any connection 
he may have and cease to have any interest, direct or indirect in anv 
such concern, - > j 

■[Subs, bythe A.O. 1930 for ‘Provincial”. 

®Subs. ibid»^ for 'Province”. 

*Subs. for Provinces’’'. 

*Subs. by Act 57 of 1949, s. 5. 
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(2) Nothing contained in sub-section (1) shall prevent a member 
from acquiring or holding any share or interest in any firm or com- 
pany other than a firm or company mentioned in sub-section (1) : 

Provided that if the Board has entered into, or is about to enter 
into any contract or agreement with any such firm or company in 
which a member holds any share or interest, he shall disclose the 
fact and nature of such interest and he shall not be entitled ^to vote 
on any decision of the Board relating to such contract or agreement. 

(3) A disclosure referred to in the proviso to sub-section (2) shall 
forthwith be recorded in the minutes of the Board and communicated 
to the ^ [State] Government and the ^ [State] Government may there- 
upon give such directions as it may deem proper. 

10. Removal or suspension of members. — ^The ^[State] Govern- 
ment may suspend from office for such period as it thinks fit or 
remove from office any member of the Board who — 

(a) is found to be a limatic or becomes of unsound mind; or 

(b) is gdjudged insolvent; or 

(c) fails to comply with the provisions of section 9; or 

(d) becomes or seeks to become a member of ® [Parliament] or 
any ^ [State] Legislature or any local authority; or 

(e) in the opinion of the [State] Government has failed or is 
unable to carry out his duties so as to render his suspension 
or removal as the case may be, necessary; or 

(f ) is convicted of an offence involving moral turpitade. 

11. Temporary absence of members. — ^If the Chairman or any 
other member of the Board is hy infirmity or otherwise rendered 
temporarily incapable of cainying out his duties or is absent on leave 
otherwise in circumstances not involving the vacation of his appoint- 
ment, the ^[State] Gk>vemment may appoint another person to offi- 
ciate for him and carry out his functions under this Act or any rule 
or regulation made thereunder. 

12. Incorporation of Board. — ^The Board shall be a body corporate 
by the name notified xmder sub-section (1) of section 5, having per- 
petual succession and a common seal, with power to acquire and hold 
property both movable and immovable; and shall by the said name 
sue and be sued. 

13. Auth«iiication of orders and (dher instruments of the 
Board. — ^AU orders and decisions of the Board shall be authenticated 
by the signature of the Chairman or any other, member authorised by 
the Board in this behalf, and all other instruments issued by the 
Board shall be authenticated by the sig3iature of sudi member or 
officer of the Board as may in like manner be authorised in this 
behalf. 


*Subs. by die A.O. 19^0 for “Provincial”- 
*Subs. iSwi, for “the Ceatr*!”. 




OF 1948] Electricity {Supply} 7 

14. Meetings of the Board.— (1) The Board shall hold ordinary 
meetings at such intervals as may be provided in the regi^ations; and 
a meeting may be convened by the Chairman at any other time for 
the transaction of urgent business. 

(2) The number of members necessa^ to constitute a quorum at 
a meeting shall be such as may be provided in the regulations. 

15. Appointment of staff.— The BoarcJ^iay appoint a Secretary 
and such other officers and servants as may be required to enable the 
Board to carry out its functions under this Act. 

16. State Electricity Council.— (i) The ^ [State] Government shall 
constitute a -[State] Electricity Council for the ^[State], and in 
cases to which sections 6 and 7 apply, the ^ [State] Governments con- 
cerned shall constitute such one or more ^[State] Electricity Council 
or Councils and for such areas as they may by agreement determine. 

(2) The estate] Electricity Council shall consist of the members 
of the Board and such other persons being not less than seven and 
not more than fifteen as the ^State] Government or the ^[State] 
Governments concerned may appoint after consultation with such re- 
presentatives or bodies representative of the following interests as 
the estate] Government or the ^[State] Governments concerned 
thinks or think fit, that, is to say, local self-government, electricity 
supply industry, commerce, industry, transport, agriculture and labour 
employed in the electricity supply industry, but so that there shall 
be at least one member representing each such interest in the Council. 

(3) The Chairman of the Board shall be eX’-officio Chairman of 
the ^ [State] Electricity Council. 

(4) The ^[State] Electricity Council shall meet at least once in 
every three months. 

(5) The functions of the ^ [State] Electricity Council shall be as 
follovrs: — 

(i) to advise the Board on major questions of policy and major 

schemes; 

(ii) to review the progress and the work of the Board from time 

to time; 

(iii) to consider such other matters as the Board may place 

before it; and 

(iv) to consider such matters as the ^ [State] Government may 

by rules prescribe. ■ 

(6) The Board shall place, before the ^ [State] Electricity Council 
the annual financial statement and supplementary statement, if any, 
before submitting such statement to the ^[State] Government under 
section 61 together with copies of the report and proceedings. 

17. Local Advisory Committee. — (1) The ^ [State] Government 
may from time to time constitute for such areas as it may determine 
Local Advisory Committees, consisting of such number of persons as 
it may think fit in each case and on such terms and conditions as may 
be prescribed. 


^Subs. by tb^ A.O. 1950 for ^Trovincial”. 
*Subs, ibtd> for ^‘Province”. 
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(b) supply electricity for any purpose to any person, not being a 
licensee for use in any part of the area of supply of a licensee without 
the consent of the licensee, unless— 

« 

(i) the actual effective capacity of the licensee’s generating 

station computed in accordance with paragraph IX cff 
the First Schedule at the time when such supply was 
required was less than twice the maximum demand ask- 
ed for by any such person; or 

(ii) the maximum demand of the licensee, being a distributing 

licensee and taking a supply of ener^ in. bulk is, at the 
time of the request, less than twice the Tna - yiTinum 
demand asked for by any such person; or ' 

(iii) the licensee is tmable or unwilling to supply electricity for 

such purpose in the said part o^ such area on reasonable 
terms and conditions and within a reasonable time. 

(2) After the Board has declared its intention to supply electri- 
city for any purpose in any area, for which purpose and in which 
area it js under this section competent to supply electricity, ho 
licensee shall, the provisions of his licence notwithstanding, at any 
time be entitled without the consent of the Board to supply electri- 
city for that purpose in that area. 


(3) For the purposes of sub-section (1) “absolute right of vote” 
means an imqualified right vested in a licensee by virtue of any law, 
licence or other instrument whereby a bulk-licensee is prevented 
from supplying electricity in any specified area without the consent 
of the licensee in whom the right or veto vests. 

(4) If any question arises under sub-section ( 1 ) as to the reason- 

ableness of the terms or conditions or time therein mentioned it gViall 
be determined as provided in section 76. ’ 

20. Power to Board to engage in certain undertakings. (1) The 

Board may, in accordance mth any regulations made in this behalf 
manufacture, purchase, sell or let on hire on the execution of a hire^ 
purchase agreement or otherwise, any electric machinery control- 
gear, fittings, wires or apparatus for lighting, heating cooling or 
motive power or for any other purpose for which electricity cm or 
may be used, or any industrial or agricultural machinery operated 
by electricity, and may instal, connect, repair, maintain or remove 
such fittings, wires, apparatus, machinery or control-gear and in res- 
pect thereof demand and take such remuneration or rents and charges 
and make such terms and conditions as it deems fit. ® 


(2) The Board may maintain shops and showrooms for the dis- 
play sale or hire of fittings, wires, apparatus and machinery as afore- 
said, conduct displays, exhibitions and demonstrations therenf nnfl 
generally do all things, including advertising, incidental to the sale 
and hire of such fittings, wires, apparatus and machinery and to the 
promotion and encouragement of the use of electricity 


(3) The Board shall show separately in its 
received and expended by it in connection with 
"vhich it engages under this section. 


accounts moneys 
any imdertakings in 
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21. Powers of Board in relation to water-power. — ^The Board may, 
with the previous approval of the [State! Government, take suc3i 
measures as in the opinion of the Board are calculated to advance the 
development of water-power in the ^ [State], and may organise and 
carry out power and liydrometric survey w’-ork and cause to be made 
such maps, plans, sections and estimates as are necessary for any of 
the said purposes : 

Provided that where any such measures relate to a source of 
water-power already operated upon by a licensee under a licence, the 
Board shall give the licensee notice of such measure and an opportu- 
nity to be heard on any representations he may desire to make in that 
behalf and may consider such representation. 

22. Fow6r to Board to conduct investigations. — ^Subject so far as 
the provisions of this section relate to water-power to the previous 
approval of the ^ [State] Government, the Board may at its own 
expense conduct such investigations, experiments and trials as it 
thinks fit for the improvement of the methods of transmission, dis^ 
tribution and supply of electricity or of the utilisation of fuel, water- 
povrer or other means of generating electricity, and may establish 
and maintain laboratories for the testing and standarchsation of 
electrical instruments and equipment. 

23. Lioans by Board to licensees. — (1) Subject to any regulations 
made in this behalf, the Board may grant loans or advances to any 
licensee for the purposes of his undertaking on such terms as the 
Board thinks proper. 

(2) The Board in the discharge of its functions may call upon a 
licensee to expand his undertaking and offer to advance to him a 
loan on such terms and conditions as it may deem proper for such 
expansion, and if the licensee refuses, fails or neglects to accept the 
loan from the Board on the terms and conditions offered or to raise 
a loan from other sources or to employ his own funds on terms 
similar to the terms offered by the Board for purposes of such expan- 
sion and to carry out such expansion, the l^ard may, after giving 
the licensee six months^ notice in writing, purchase his undertaking. 

24. Power to Board to contribufe to certain associations. — ^The 
Board may, subject to any regulations made in this behalf. 

(1> pay such subscriptions as it thinks fit to any association for 
the promotion of the common interests of perons engaged in the 
generation, distribution and supply of electricity and the members of 
which consist mainly of such persons: 

(2) contribute such sums as it thinks fit to the funds of any 
recognised society the object of which is to foster the development 
and use of electricity or promotion of knowledge and research in res- 
pect of electricity or electrical appliances. 

25. Consulting engfneeTs , — ^The Board may, subject to such con- 
ditions as may be prescribed, from time to time appoint qualified 
persons to be consultipg engineers to the Board and pay them such 
remuneration as it thinks proper. 
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26. Board to have powers and obligations of licensee under Act IX 
of 1910. — Subject to the provisions of this Act, the Board shallj^m res- 
pect of th'4 whole ^[State], have all the powers and obligatio^fe, pf a 
licensee under the Indian Electricity Act, 1910 (IX of 1910), ahd..this 
Act shall be deemed to be the licence of the Board for the purposes 
of that Act: 

Provided that nothing in sections 3 to 11, sub-sections (2) and (3) 
of section 21 and sections 22, 23 and 27 of that Act or in Clauses I to 
XII of the Schedule to that Act relating to the duties and obligations 
of a licensee shall apply to the Board. 

27. Other fanctions of the Board. — ^The Board shall have such 
further powers and duties as are provided in this Act. ‘ 

CHAPTER V 

The Board’s Works and Trading Procedure 

28. Preparation of schemes. — ^With a view to rationalising the 
production and supply of electricity in any area the Board may from 
time to time prepare a scheme, not inconsistent with this Act, for 
that area, in' which provision may be made for all or any of the 
following matters, namely: — 

(a) the establishment of the Board’s own generating station; 

(b) the designation of generating stations, whether existing 
stations or new stations, as controlled stations at which electricity 
shall be generated for the proposes of the ]^ard; 

(c) the interconnection, by means of main transmission lines *to 
be constructed or acquired by the Board, of any generating stations 

wnth any others and with any systems of licensees; 

(d) where a scheme relates to a specified area, the interconnec- 
.tion of the system of the Board in that area with the system of the 

Board in any other area wdth respect to which a scheme is in being 
or may subsequently be made; 

(e) the construction or acquisition of such other main transmis- 
sion lines as the scheme may require; 

(f) the use by the Board of any transmission lines or main trans- 
mission lines of any licensee; 

(g) such supplemental, incidental and consequential provisions 
as may appear necessary or expedient for any of the purposes afore- 
said: 

Provided that a scheme shall not, without the consent of the 
ovmer — 

(i) designate as a controlled station any generating station belong- 
ing to a person other than a licensee; 

(ii) authorise the use or acquisition of a transmission line or a 
main transmission line belonging to a person other than a licensee. 

29. Publication and sanctioning of schemes. — (1) The Board shall 
cause every scheme prepared under section 28 to be published in the 
official Gazette and in such local newspapers as it may consider neces- 
sary, and shall give public notice of the date,, not being less than two 
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months after the date of the notice, by which licensees and other 
persons interested may make representations thereon and when 
publishing such a scheme the Board shall show estimates of the 
capital expenditure involved and of the initial and ultimate revenues 
anticipated from the sale of energy, meter rentals and other services. 

(2) The Board, after considering any such representations and 
after making such inquiries, if any, as it thinks fit, may sanction the 
scheme either without modification or subject to such modifications 
as it t hin ks fit, and either generally ’or in respect of any part of the 
area specified in the published scheme, and shall publish the scheme 
as sanctioned by it; and where the scheme has been sanctioned in 
respect of part of the said area, it may subsequently be sanctioned in 
respect of other parts of that area : 

Provided that no sanction shall be accorded by the Board to any 
scheme or part of a scheme estimated to result in a capital expendi- 
ture exceeding fifty lakhs of rupees without prior consultation with 
the Authority and imtil any recommendations which the Authority 
may, in accordance with the provisions of this Act, make upon such 
consultation have received due consideration by the Board: 

Provided further that where the recommendations of the Autho- 
rity in regard to any scheme are not accepted by the Board, the 
]^ard shall not sanction the scheme without the previous consent 
of the ’■[State] Government. 

(3) In respect of any scheme to which the first proviso to sub- 
section (2) applies, the Board shall, within one month after being 
requested by the Authority so to do, supply the Authority with all 
such information incidental or supplementary to the scheme as may 
be specified in the request.. 

30, Matters to be considered by the Authority. — ^The Authority 
shall, before making any recommendations in respect of a scheme 
upon which it has been consulted under the first proviso to sub- 
section (2) of section 29, have particular regard to whether or not 
in its opinion — 

(a) any river-works proposed' by the Board ■will prejudice the 
prospects for the best ultimate development of the river or its tribu- 
taries for power-generation, consistent with the requirements of irri- 
gation, navigation and flood-control, and for this purpose the Autho- 
rity shall satisfy itself that an adequate^ study has been made of the 
optimum location of dams and other river works: 

(b) the proposed scheme ■will prejudice the proper combma'tion 
of hydro-electric and thermo-electric power necessary to secure the 
greatest possible economic output of electric power; 

(c) the proposed main timismission lines ■will be reasonably suit- 
able for regional requirements: 

(d) the scheme provides reasonable allowances for expenditure 
on capital and revenue account: 

(e) the estimates of prospective supplies of electricity and 
revenue therefrom contained in the scheme are reasonable. 

31. SeconmiMidatioiis of the Authority.— Where the Authority 
has been consulted under the first proviso to sub-section (2) of section 


»Snbs. by the AO. 1950 for “Provincial”. 




Oi’ 1948] Electricity (Supply) 13 

29 in respect of a scheme, it shall forward its recommendations there- 
on to the Board, sending a copy thereof to the ^ [State] Government, 
within six months from the date of the receipt by it of the scheme: 

Provided that if the Board fails to supply in due time any infor- 
mation requested under sub-section (3) of section 29, the period 
within which the Authority shall forward its recommendations shall 
be correspondingly increased. 

32. Carrying out of schemes.— The Board shall carry out and 
give effect to a scheme as soon as reasonably practicable after it has 
been sanctioned and published. 

33. Power to alter or extend schemes. — The Board may from time 
to time alter or extend a scheme by a supplementary scheme made 
and sanctioned in the manner hereinbefore provided: 

Provided that any alterations or extensions of a scheme which 
are in the opinion of the Board and the Authority minor in character 
may be made without preparing a supplementary scheme. 

34. Controlled stations. — Where a generating station situate with- 
in an area for which a scheme is in force has been designated in the 
scheme as a controlled station, the relations between the Board and 
the licensee owning the station shall, subject to any arrarjgements 
agreed under section 47, be regulated by the provisions of the First 
Schedule. 

35. Supply by the Board to licensees owning generating- stations. — 
The Board may at any time declare to a licensee owning a generating 
station, other than a controlled station, situate within an area for 
which a scheme is in force that it is ready to make a supply of electri- 
city available to the licensee for the purposes of his undertaking, and 
thereupon, but without prejudice to the provisions of section* 47, the 
provisions of the Second Schedule shall apply in respect of the rela- 
tions between the Board and the said licensee., 

36. Power to Beard to close down generating stations. — The Board 
may at any time declare to a licensee owning a generating station 
situate within an area for which a scheme is in force that the station 
shall be permanently closed down, , and thereupon but without pre- 
judice to the provisions of section 47', where the station is a controlled 
station the provisions of Part III of the First Schedule, or in other 
cases the provisions of, the Third Schedule, shall apply in respect of 
the relations between the Board and the said licensee with reference 
to the station to be closed down. 

37. Purchase of generating stations or undertakings or main trans- 
mission lines by the’ Board. — (1) Where under the First or Third 
Schedule any generating station or undertaking is to be purchased 
by the Board, or where a sanctioned scheme provides for the purchase 
by the Board of a main transmission line belonging to any licensee, — 

<a) the generating station or undertaking from such date of 
Durchase as may be fixed under the appropriate schedule, or the main 
transmission line from such date of purchase as the Board shall, by 
notice in writing given not less than one month before the said date 


^Subs? by the A.O. 1950 for '^Provincial**. 
579 M of Law. 



14 Electricity (Supply) [act liv 

intimate to the licensee, shall vest in the Board free, save as provided 
in sub-section (2), from any debt, mortgage, lien or other similar 
obligation of the licensee or attaching to the station or imdertaking 
or line, as the case may be, and any such debt, mortgage, lien or 
obligation shall, save as aforesaid attach to the purchase-money in 
substitution of the station or undertaking or line : 

Pro\dded that notwithstanding any agreement to the contrary the 
licensee shall pay and the mortgagee, chargee, lien-holder or obligee 
shall accept the whole or part of the purchase money as the case 
may be in full or part satisfaction of the debt according as the 
amount of the purchase money is more or less than the amount of 
his debt. 

(b) without prejudice to the provisions of section 47, the Board 
shall pay, or tender payment of, the price to be determined in accord- 
ance with the Fourth Schedule as soon as the arnount thereof has 
been determined together with interest on such amount from the 
date of purchase to the date of payment or tender of payment as 
aforesaid at the rate of one per centum over the average of the 
Reserve Bank rates between the said dates; 

(c) the receipt of the licensee shall notwithstanding anything in 
any other law, be a full and sufficient discharge to the Board for the 
pa 3 rment due in respect bf the purchase. 

'(2) Where a generating station or undertaking or main transmis- 
sion line purchased by the Board under this Act is in course of cons- 
truction, extejision or repair at the date of purchase, the rights and 
liabilities of the former owner thereof under any contract for such 
construction, extension or repair shall be deemed to have been trans- 
ferred to the Board, except such rights or liabilities acquired or 
incurred after the date of receipt of the notice gf purchase without 
the prior sanction of the Board, 

(3) Notwijhstanding anything contained elsewhere in this Act— 

(i) where any generating station purchased by the Board under 
this Act contains any plant or apparatus which, while the station was 
in operation, were used jointly for the purposes of generation and 
transmission or distribution or wholly for the purposes of transmis- 
sion or distribution, then unless otherwise agreed between the Board 
and the licensee, such plant or apparatus shall' not be purchased by 
the Board but shall remain the property of the licensee. 

(ii) where under the provisions of section 28 a scheme provides 
for the purchase of any main transmission line belonging to any 
licensee the Board shall not exercise the powers of acquisition there- 
by afforded vrithout the prior consent of the licensee, which consent 
shall not be unreasonably withheld. 

38. Provision of new generating stations. — ^The Board shall itself 
establish a new generating station in any area in which it is required 
by any sanctioned scheme to be situated, but the Board may, -with, 
the sanction of the ^ [State] Government, make arrangements with 
any licensee or other person for the establishment of a new generat- 
ing station required by a sanctioned scheme, if in the opinion of th^e 
Board it is desirable so to do. 
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39. Operation of Board’s generating- stations. — Where the -Board 
itself establishes a ne-w generating station or acquires a generating 
station otherwise than for the purpose of closing it down, it shall 
operate the station itself, but the Board may with the sanction of 
the -[State] Government, make arrangements with any licensee or 
other person for its operation, if in the opinion of the Boardi^it is 
desirable so to do. 

40. Provision regarding connections with main transmission lines 
purchased by the Board. — Where the Board has purchased a main 
transmission line and by reason of the user thereof by the Board any 
alteration or replacement of switch-gear or other apparatus of any 
licensee connected with the line becomes necessary, the Board may 
in its discretion itself carry out such alteration or replacement ar 
its own cost or defray the reasonable expenses incurred by the 
licensee in effecting such alteration or replacement; and any ques- 
tion whether such alteration or replacement is necessary or whether 
the expenses incurred in connection therewith are reasonable shall 
in default of agreement be determined as provided under section 76. 

41. Use by Board of transmission lines. — (1) Where the Board 
considers it necessary to use for any of its purposes any transmission 
lines or main transmission lines of a licensee, the Board shall have 
power to use such lines to the extent to which the capacity thereof is 
or thereafter remains surplus to the requirements of the licensee for 
the transmission of electricity, on payment of charges calculated in 
accordance with the provisions of the Fifth Schedule. 

(2) The Board may, by agreement -with any licensee or other 
person, use any transmission line or main transmission line of that 
licensee or person for such time and upon such terms as may be 
agreed. 

42. Powers to Board for placing wires, poles, etc. — ^Notwithstand- 
ing anything contained in sections 12 to 16 and 18 and 19 of the Indian 
Electricity Act, 1910 (IX of 1910), but without prejudice to the re- 
quirements of section 17 of that Act where provision in such behalf is 
made in a sanctioned scheme.- the Board shall have, for the placinrj 
of any wires, poles, wall-brackets, stays, apparatus and appliances for 
the transmission and distribution of electricity, or for the transmis- 
sion of telegraphic or telephonic communications necessary for the 
proper co-ordination of the works of the Board, all the powers which 
the telegraph authority possesses under Part III of the Indian Tele- 
graph Act, 1885 (XIII of 1885) with regard to a telegraph established 
or maintained by the Government or to be so established or main- 
tained : 

Provided that where a sanctioned scheme does not make such 
provision as aforesaid, all the provisions of sections 12 to 19 of the 
first-mentioned Act shall apply to the works of the Board. 

43. Power to Board to enter into arrangements for purchase or 
^le of electricity under certain conditions.— (1) The Board may enter 
into arrangements with any person producing electricity within the 
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nState] for the purchase by_the Board, on such terms as may be 
agreed, of any surplus electricity which that person may be able to 
dispose of. 

(2) Where a sanctioned scheme so provides, the Board may, on 
such terms as may be agreed upon, enter into arrangements with any 
Government or person for the purchase or sale of electricity to be 
generated or used outside the ^fStatel: 

Provided that the Board may not enter into such arrangements 
with any such Government or person without the consent of the 
“[State] Government, or into arrangements with any such person 
'vithout the consent of the Government of the ^[State] within which 
the electricity is to be generated or used. 

44. Restriction on establishment of new generating stations or 
major additions or replacement of plant in generating stations. — (1) 
Notwithstanding anything contained in any other law for the time 
being in force or in any Ucence, but subject to the provisions of this 
Act. it shall not be lawful for a licensee, or any other person, not 
being the Central Government or any Corporation created by “[a 
Central Act], except with the previous consent in writing of the 
Board, to establish or acquire a new generating station or to extend 
or replace any major unit of plant or works penaining to the genera- 
tion of electricity in a generating station: 

Provided that such consent shall not, except in relation to a 
controlled station, be withheld unless within three months from the 
date of receipt of an application— 

(a) for consent to the establishment or acquisition of a new 
generating station, the Board — 

(i) give^ to the applicant being a licensee an undertakhig that it 
is competent to. and’ will, within twenty-four months from the said 
date, afford to liim a supply of electricity sufficient for his requirr- 
m.ents pursuant to his application; or 

(ii) shows to the applicant that the electricity required by him 
pursuant to his application could be more economically obtained 
w'ithin a reasonable time from another appropriate source: 

(b) for consent to the extension of any major unit of plant or 
works as aforesaid, the Board — 

(i) gives to the applicant being a licensee an undertaking that 
within twenty-four months from the said date either the station to 
which the application pertains wdll become a controlled station ’n 
terms of section 34, or the Board wdll make a declaration to the app’ ■- 
cant in terms of section 35 offering him a supply of electricity suffi- 
cient for his requirements pursuant to his application, or the Boat'd 
will make a declaration to him in terms of section 36; or 

(ii) shows to the applicant that the electricity required by him 
pursuant to his application could be more economically obtained 
within a reasonable time from another appropriate source or by 
other appropriate means; 
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(c) for consent to the replacement of any major unit of plant or 
works, the Board — 

(1) gives to the applicant being a licensee an undertaking that 
vhthin eighteen months from the said date either the station to which 
the application pertains will become a controlled station in terms 
of section 34 or the Board will make a declaration to him in terms of 
section 36: or 

(ii) shows to the applicant that the electricity required by him 
pursuant to his application could be more economically obtained 
vathin a reasonable time from another appropriate source or by other 
cippropriate means. 

(2) There shall be stated in every application under this section 
such particulars as the Board may reasonably require of the station, 
plant or works, as the case may be, in respect of which it is made, 
and where consent is given thereto, in acting in pursuance of such 
consent, the applicant shall not, without the further consent of the 
Board, make any material variation in the particulars so stated. 

(3) Any difference or dispute arising out of the provisions of this 
section shall be referred to the arbitration of the Authority. 

45. Power to Board to enter upon and shut down generating: 
stations in certain circumstances. — (1) If any licensee fails to close 
down his generating station pursuant to a declaration of the Board 
under section 36, or if any person establishes or acquires a new 
generating station or extends or replaces any plant or works in any 
generating station in contravention of section 44, the Board may 
authorise any of its officers to enter upon the premises of such station 
and shut down' the station or the plant or works, as the case 
may be, in respect of which the failure or contravention has occurred. 

(2) Any expenses incurred by the Board under this section shall 
be recoverable by it from the licensee or person concerned as an 
arrear of land revenue, and for such purpose the Board shall be 
deemed to be a public officer within the meaning of section 5 of the 
Revenue Recovery Act, 1890 (I of 1890). 

(3) Any difference or dispute arising out of the provisions of this 
section shall be referred to the arbitration of the Authority.. 

46. The Grid Tariff. — (1) A tariff to be known as the Grid Tariff 
shall, in accordance with any regulations made in this behalf, be 
fixed from time to time by the Board in respect of each area’ for 
which a scheme is in force, and tariffs fixed under this section may, 
if the Board thinks fit, differ for different areas. 

(2) "Without prejudice to the provisions of section 47, the Grid 
Tariff shall apply to sales of electricity by the Board to licensees 
where so required under any of the First, Second and Third Sche- 
dules, and shall, subject as hereinafter provided, also.be applicable 
to sales of electricity by the Board to licensees in other cases : 

Provided that if in any such other case it appears to the Board 
that, having regard to the extent of the supply required, the transmis- 
sion expenses involved in affording the supply are higher than those 
allowed in fixing the Grid Tariff, the Board may make such additional 
charges as it considers appropriate. 
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(3) The Grid Tariff shall be so framed as to include as part of 
the charge, and show separately a fixed kilowatt charges component 
and a running charges component: 

Provided that if in respect of any area electricity to be sold by 
the Board is wholly or substantially derived from hydro-electric 
sources, the running charges component may be omitted. 

(4) The fixed kilowatt charges component in the Grid Tariff may 
be framed so as to vary v/ith the magnitude of maximum demand. 

(5) Where only a portion of a licensee’s maximum demand for 
the purposes of his undertaking is chargeable at the Grid Tariff, the 
price payable for that portion shall not be greater than the average 
price which would have been payable had the whole of the said 
maximum demand of the licensee been chargeable at the Grid 
Tariff. 

(6) The Grid Tariff may contain provisions for — 

(a) adjustment of price having regard to the power factor of 
supply taken or the cost of fuel or both; 

(b) a minimum charge related to a past or prospective demand 
of a licensee on the Board. 

(7) The Grid Tariff may contain such other terms and conditions, 
not inconsistent with this Act and the regulations, as the Board thinks 
fit. 


47. Power to Board to make alternative arrangements with 
licensees. — Notwithstanding anything contained in sections 34 to 37 
and sub-section (2) of section 46 but subject to any regulations made 
in this behalf, the Board may make such arrangements as may be 
mutually agreed with any licensee whose area of supply is situate 
within an area for which a scheme is in force, in regard to the 
purchase or sale of electricity and the price thereof, or the purchase, 
operation or control of any generating station or main transmission 
line : 

Provided that in making any such arrangement the Board shall 
not show undue preference to any licensee. 

48. Power to licensee to carry out arrangements under this Act. — 

Where under any provision of this Act the Board is authorised or 
required to enter into arrangements with any licensee for any pur- 
pose, then notwithstanding anything contained in any law or in any 
license, memorandum of association or other instrument regulating 
the constitution or powers of the licensee, it shall be lawful for the 
licensee to enter into and carry out any such arrangements. 

49. Provision for the sale, of electricity by the Board to persons 

other than licensees. — Subject to the provisions of this Act and of 
any regulations made in this behalf, the Board may supply electri- 
city to any person not being a licensee upon such terms and condi- 
tions as the Board may from time to time fix having regard to the 
nature and geographical position of the supply and the purposes for 
which it is required : • 

Provided that in fixing any such terms and conditions the Board 
shall not show undue preference to any person. 
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50. Board not to supply electricity in certain circumstances. — 

Nothing contained in sections 34, 35 and 36 shall apply in any case 
where under section 19, it is not permissible for the Board to supply 
electricity directly to a licensee owning a generating station; and 
nothing in sections 46, 47 and 49 shall empower the Board to supply 
electricity directly to any licensee or person to whom it is not other- 
wise entitled so to supply electricity. 

51. Provisional payments. — Where the price to be paid for electri- 
city by or to the Board under this Act cannot be finally ascertained 
until after the end of a year of account, the amount to be paid shall 
be ascertained as soon as practicable thereafter, but the party from 
whom the payment is due shall make to the other monthly payments 
on account of the net amounts due in accordance with estimates 
made for the purpose, subject to adjustment as soon after the end 
of the year of account as the actual liability can be ascertained. 

52. Lower limit of power factor in supply by Board. — Unless 
otherwise agreed, between the Board and the licensee, no supply of 
electricity taken by a licensee from the Board under this Act shall 
be taken at an average power factor below 0-85 during the period of 
maximum demand of the licensee in any month, and in the event of 
the average power factor as aforesaid being lower than 0-85, the 
licensee shall within a reasonable time take such measures, the cost 
of which shall not be borne by the Board, as may be necessary to 
raise it to a value not lower than 0-85. 

53. Provision of accommodation and right of way.— (1) Where the 
Board for the purposes of any arrangemenls which it has made witn 
any licensee under this Act requires accommodation on, in, under or 
over the premises of the licensee for any works or apparatus to be 
provided by the Board, the licensee shall, if suitable and sufficient 
accommodation exists, grant such accommodation free of cost to the 
Board, or if such accommodation does not 'exist, it shall be provided 
upon such terms and conditions as may be agreed between the Board 
and the licensee. 

(2) The Board and any licensee shall each have a right of access 
at all times to his own property on, in, over and under the property 
of the other. 


54. Power to Board to connect meters, etc., to apparatus of 
licensees.— The Board shall have power to connect with the apparatus 
^f uny licensee any such correct meters, switch-gear and other eouip- 
ment as may be necessary to enable it to carry out the provisions of 
this Act, and such meters, switch-gear and other equipment shall, 
unless otherwise agreed, be provided and maintained by the Board 
at its own cost. 


55. Licences to comply with Board's directions.— Every licensee 
shall comply with such directions as the Board may from time to 
time ^ve him for the purpose of achieving the maximum of economy 
and efficiency in the operation of the station. 

generatog stations.— No licensee shall, except with 
the previous aiyroval in writing of the Board and subject to anv 
conditions which the Board may think fit to impose enter into -mv 
whereby any generating station is to be let or held’ oil 

arrangement entered into in contraven- 
tion of this sub-section shall be void and of no effect 
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57. Licensees’ charges to consumers. — (1) The provisions of the 
Sixth Schedule and the Table appended to the Seventh Schedule 
shall be deemed to be incorporated in the licence of every licensee, 
not being a local authority, from the date of the commencement of 
the licensee’s next succeeding year of account, and from such date 
the licensee shall comply therewith accordingly and any provisions 
of such licence or of the Indian Electricity Act, 1910 (IX of 1910), or' 
any other law, agreement or instrument applicable to the licensee 
shall, in relation to the licensee, be void and of no effect in so far 
as they are inconsistent with the provisions of this section and the 
said Schedule and Table. 

(2) Where the provisions of the Sixth Schedule and the Table 
appended to the Seventh Schedule are under sub-section (1) deemed 
to be incorporated in the licence of any licensee, the following pro- 
visions .shall have effect in relation to the said licensee, namely: — 

(a) The Board, or where no Board is constituted under this Act 
the ^ [State] Government, may, if it is satisfied that the licensee has 
failed to comply with any provision of the Sixth Schedule, and shall 
when requested so to do by the licensee, constitute a rating com- 
mittee to examine the licensee’s charges for the supply of electricity 
and to recommend thereon to the ^ [State] Government: 

Provided that no rating committee shall be constituted in res- 
pect of a licensee within three years from the date on which such a 
committee has reported in respect of that licensee, unless the 
^ [State] Government declares that in -its opinion circumstances have 
arisen rendering the orders passed on the recommendations of the 
previous rating committee unfair to the licensee or any of his con- 
sumers. 


(b) The rating committee shall, after giving the licensee a 
reasonable opportunity of being heard and after taking into consi- 
deration the efficiency of operation and management and the poten- 
tialities of his undertaking, report to the ^ [State] Government 
making recommendations (and giving reasons therefor) regarding 
the charges for electricity which the licensee may make to any class 
or classes of consumers so however that the recommendations are 
not likely to prevent the licensee from earning clear profits sufiEicient 
when taken with the surns available in the Tariffs and Dividends 
Control Reserve to afford him a reasonable return during his next 
succeeding three years of account if the potentialities of the under- 
taking of the licensee, with efficient operation and management, so 
permit. 

(c) Within one month after the receipt of the report under clause 
(b) the ^ [State] Government shall cause the report to be published 
in the official- Gazette, and may, at the same time rhake an order in 
accordance therewith fixing the licensee’s charges for the supply of 
electricity with effect from such date, not earlier than two months 
or later than three months after the date of publication of the report, 
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as may be specified in the order; and the licensee shall forthwith give 
effect to such order; 


Provided that nothing in this clause shall be deemed to prevent a 
licensee from reducing at any time any charges so fixed. 

(3) Where a Board is constituted under this Act, the rating 
committee shall consist of three members, two of whom shall be 
members of the Board and one shall be a representative, co-opted by 
the two members of the Board front a licensees’ association of which 
the licensee concerned is or is eligible to be a member or, if there is 
no such association, from such Chamber of Commerce or similar body 
as the Board may direct; one of such members of the Board shall 
be experienced in accounting and financial matters and one of the 
members of the Board shall be the Chairman of the committee. 


(4) Where no Board .is constituted under this Act, the rating 
committee shall consist of five members of whom the Chairman and 
two other members shall be nominated by the State] Government, 
one member shall be nominated by the licensee and one member 
shall be nominated by the local Electric Licensees’ Association, or 
if there is no such association, by such Chamber of Commerce or 
similar body as the ^[State] Government may direct. 

(5) Of the three members to be nominated by the ’[State] 
Government under sub-section (4), one shall be a person who is or 
has been a judicial officer not below the rank of a District Judge, one 
shall be a registered accountant having at least ten years’ experience 
and one shall be a person with administrative experience. 

58. Powjer to ditwt amortisation and tariffs policies of licensees 
being local authorities. — The Board or where no Board is con.stituted 
under this Act, the ’[State] Government shall have power to direct 
the amortisation and tariffs policies of any licensee*, being a local 
authority, with respect to his licensed undertaking in such manner 
as the Board or the ’[State] Government, as the case may be. after 
giving the local authority a reasonable opportunity of being hoard, 
considers expedient for the purposes of the Act; ’and the licensee, 
being a local authority, the provisions of any other law or of any rules 
made or directions given- thereunder notwithstanding, shall give 
effect to any such directions of the Bogrd or the ’[State] Govern- 
ment. as the case may be. 


CHAPTER VI 

The Board’s Finance, Accounts and Audit 
59. General principles for Board’s finance.— The Board shall not. 
pracMcable and after taking credit for any subventions -fi om 
the ’[State] Government under section 63, carry on its operation.s 
under this Act at a loss, and shall adjust its charges accordinglv from 
time to time ; = t. .>■ 


Provided t^t where necessary any amounts due for meeting the 
operating, maintenance and management expense.s of the Board or 
for the purposes of clauses (i) and (ii) of section 67 may, to such 
out^of capital^ sanctioned by the ’[State] Government, be paid 


^Subs. by the A.O. 1950 for ^^Provindar*. 
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60. Board to assume obligations of State Government in respect 
of matters to which this Act applies. — (1) All debts and obligations 
incurred, all contracts entered into all matters and things engaged to 
be done by, with or for the ^ [State] Government for any of the 
purposes of this Act before the first constitution of the Board shall 
be deemed to have been incurred, entered into or enaged to be done 
by, with or for the Board; and all suits or other legal proceedings 
instituted or which might but for the issue of the notification under 
sub-section (4) of section 1 have been instituted by or against the 
State] Government may be continued or instituted by or against 
the Board. 

(2) All expenditure which the ’•[State] Government- may, not 
later than two months after the first constitution of the Board, 
declare to have been incurred before the issue of the notification 
under sub-section (4) of section 1 on capital account in connection 
with the purposes of this Act shall be deemed to be a loan advanced 
to the Board under section 64 on the date of the said declaration, and 
all the assets acquired by such expenditure shall thereupon vest in 
the Board. 

. 61. Annual financial statement. — (1) In February of each year the 
Board shall submit to the ’[State] Government a statement in the 
prescribed form of the estimated capital and revenue receipts and 
expenditure for the ensuing year. 

(2) The said statement shall include a statement of the salaries of 
members, officers and servants of the Board and of such other parti- 
culars as may be prescribed. 

(3) The ’[State] Government shall as soon as may be after the 
receipt of the said statement cause it to be laid on the table of the 

[House], or as the case may be, ^[House] of the ’[State] Legisla- 
ture; and the said statement shall be open to discussion therein, but 
shall not be subject to vote. 

(4) The Board shall take into consideration any comments made 
on the said statement in the ’[State] Legislature. 

(5) The Board may at any time during the year in respect of 
which a statement under sub-section (1) has been submitted, submit 
to the ’[State] Government a supplementary statement, and all the 
provisions of this section shall apply to such statement as they apply 
to the statement under the said sub-section. 

62. Restriction on unbudgeted expenditure. — (1) Save where in 
the opinion of the Board circumstances of extreme urgency have 
arisen, no sum exceeding twenty-five thousand rupees on account of 
recurring expenditure or exceecfing one lakh of rupees on account of 
non-recurring expenditure shall be expended by the Board in any 
year of account unless such sum has been included in a statement 
submitted under sub-section (1) or sub-section (5) of section 61. 

(2) Where any such sum is expended under circumstances of 
extreme urgency a report thereon indicating the source from which 
it is proposed to meet the expenditure shall be made as soon as 
practicable to the ’[State] Government. 

63. Subventions to the Board. — ^The ’[State] Government may, 
with the approval of .the ’[State] Legislature, from time to time 


^Subs. by the A.O. 1950 for ^'Provincial”. 
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make subventions to the Board for the purposes of this Act on such 
terms and conditions as the ^[State] Government may determine. 

64. Loans to the Board. — The ^[State] Government may from 
time to time advance loans to the Board on such terms and conditions, 
not inconsistent with the provisions of this Act, as the ^[State] 
Government may determine. 

65. Power of Board to borrow. — (1) The Board may from time to 
time, with the previous sanction of the ^[State] Government and 
subject to the provisions of this Act and to such conditions as may 
be prescribed in this behalf, borrow any sum required for the pur- 
poses of this Act. 

(2) Rules made by the ^[State] Government for the purposes of 
this section may empower the Board to borrow by the issue of bonds 
or stock or otherwise and to make arrangements with bankers, and 
may apply to the Board with such modifications as may be neces- 
sary to be consistent with this Act the provisions of the Local 
Authorities Loans Act, 1914 (IX of 1914) and the rules made there- 
under as if the Board were a local authority. 

(3) The maximum amount which the Board may at any time 
have on loan under sub-section (1) shall be ten crores of rupees, 
unless the ^[State] Government, with the approval of the ^[State] 
Legislative Assembly, fixes a higher maximum amount. 

(4) Stock issued by the Board under this section shall be issued, 
transferred, dealt with and redeemed in such manner as may be ores- 
cribed. 

66. Guarantee of loans. — The ^[State] Government may guarantee 
in such manner as it thinks fit the payment of the principal and 
interest of any loan proposed to be raised by the Board or of either 
the principal or the interest; 

Provided that the ^[State] Government shall, so long as any such 
guarantees are in force, lay before the ^ [House] or, as the case may 
be, ^ ^ [Houses] of the ^[State] Legislature in every year during the 
budget session a statement of the guarantees, if any, given during the 
current financial year of the '‘[State], and an up-to-date account of 
the total sums, if any, which have been paid out of ^[State] revenues 
by reason of any such guarantees or paid into ^[State] revenues 
towards repayment of any money so paid out. 

67. Priority of liabilities of the Board.— The revenues of the 
Board shall, after meeting its operating, maintenance and manage- 
ment expenses, be distributed as far as they are available in the 
following order, namely; — 

(i) interest on bon4s not guaranteed under section 66: 

fii) interest on stock not so guaranteed; 

(iii) credits to depreciation reserve under section 68; 

(iv) interest on bonds guaranteed under section 66; 

(v) interest on stock so guaranteed; 

‘Subs, by the A.O. iq<:o for "Provincial”. 

‘Subs., J&iU, for "Chamber”- 
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( 2 ) The Board shall furnish to the ^ [State] Government at 
such times and in such form and manner as may be prescribed or 
as the ^ [State] Government may direct, such statistics and returns 
and such particulars, in regard to any proposed or existing scheme 
as the ^ [State] Government may from time to time require. 

(3) The Board may at any time by notice in writing require 
any licensee or person supplying electricity for public or private 
purposes or generating electricity for his own use to furifish it with 
such information and accounts relating to such supply or genera- 
tion and in such form and manner as the notice may specify. 

76. Arbitration. — (1)' All questions arising between the 
^ [State] Government or the Board and a licensee or other person 
shall be determined by arbitration. 

(2) Where any question or matter is, by this Act, required to 
be referred to arbitration, it shall be so referred — 

fa) in cases where the Act so provides, to the Authority and 
on such reference the Authority shall be deemed to have 
been duly appointed as Arbitrators and the award of the 
Authority shall be ''final and conclusive; or 

(b) in other cases, to two arbitrators, one to be appointed by 
each party to the dispute. 

(3) Subject to the provisions of this section, the provisions of 
the Arbitration Act, 1940 (X of 1940) shall apply to arbitrations 
under this Act. 

(4) The arbitrators shall in making their award have regard to 
:he provisions of this Act and any rules and regulations made there- 
under relevant to the reference. 

(5) The arbitrators may, if they think it expedient so to do, call 
in the aid of one or more qualified assessors and hear the reference 
wholly or partially with the aid of such assessors. 

( 6 ) The provisions of subrsections (4) and (5) shall apply to the 
umpire, if he enters on the reference, as they apply to the arbitrators. 

77. Penalties and procedure. — (1) If any licensee or other per- 
son fails without reasonable excuse to comply with or give effect 
to any direction, order or requirement made under section 55 or 
under clause (c) of sub-section (2) of section 57 or under section 58 
or under sub-section (3) of section 75, he shall be deemed to have 
committed an offence under this section and shall be punishable with 
fine which may extend to five hundreii rupees, and in the case of 
continuing offence with an additional fine which may extend to fifty 
rupees for every day after the first during which the offence conti- 
nues. 

( 2 ) Where any licensee or other person is a firm, company or 
other body corporate, every partner, managing director, manager, 
secretary or other responsible officer thereof shall, unless he proves 
that an offence under this section was committed without his knov;^- 
ledge or that he exercised all due diligence to prevent its commission, 
be deemed to be guilty of the offence. 


^Subs. by the A.O. 1950 for ^‘Prov-ndal”. 



(3) No Court shall tahe cognisance oi an onence unaer u-us 
action except on the complaint of an officer of the Board, or where 
0 Board is constituted under this Act on the complaint of an officer 
f the ^[State] Government, authorised by the Board or as the case 
lay be by the State] Government in this behalf. 

78. Power to make rules. — (1) The ^ [State] Government may 
fter previous publication, by notification in the official Gazette 
lake rules to give effect to the provisions of this Act. 

(2) In particular, and without prejudice to the generality of the 
:regoing power, such rules may provide for — 

2[(a) the term of office of the Chairman and other members of 
the Board, the conditions under which they shall be 
eligible for re-appointment and their remuneration, 
allowances and other conditions of service]; 

(bj the terms and conditions of appointment of members of 
^[State] Electricity Councils and Local Advisory Com- 
mittees, the convening of meetings of such Councils and 
Committees, and the conduct of business thereat; 

(c) the form in which the annual financial statement and 

supplementary statements under section 61 shall be pre- 
pared by the Board, and the particulars to be included 
therein : 

(d) the conditions subject to which the Board may borrow 

under section 65; 

(e) the manner in which stock issued by the Board shall be 

issued, transferred, dealt with and’ redeemed; 

(f) the manner in which the accounts of the Board shall be 

published under section 69; 

(g) the form in which and the date by which the annual report 

of the Board shall be submitted under section 75, and 
the form and manner of furnishing statistics ana 
returns by the Board under that section; 

(h) the business of the Board upon which the Local Advisorv 

Committees concerned shall be consulted. 

79. Power to make regulations.— The Board may make regula- 
.ons not inconsistent with this Act and the rules made thereunder 
3 provide for all or any of the follov/ing matters, namely: — 

(a) the administration of the funds and other property of the 
Board, and the maintenance of its accounts; 

lb) tfie summoning and holding of meetings of the Board, the 
times and places at which such meetings shall be held, 
the conduct of business thereat and the number of 
members necessary to constitute a quorum; 


^Subs* by the A-O. 1950 for ^^Provincial”. 
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(c) the duties of officers and servants of the Board, and their 

salaries, allowances and other conditions of service; 

(d) all matters necessary or expedient for regulating the 
. operations of the Board under section 20; 

(e) the making of advances to licensees by the Board under 

section 23 and the manner of repayment of such 
advances; 

(f) the making of contributions by the Board under section 24: 

(g) the procedure to be followed by the Board in inviting, 

considering and accepting tenders; 

(h) principles governing the fixing of Grid Tariffs; 

(i) principles governing the making of arrangements with 

licensees under section 47: 

(j) principles governing the supply of electricity by the Board 

to pfcisoxis other than licensees under section 49; 

(k) any other matter arising out of the Board’s functions 

under this Act for which it is necessary or expedient 
' to make regulations: 

Provided that regulations under clauses (a) and (d) shall be 
made only with the previous approval of the ^[State] 
Government and regulations under clauses (h) and (i) 
shall be made with the concurrence of the Authority. 

80. Provisions relating to income-tax and super-tax. — (1) For 

the purposes of the Indian Income-tax Act, 1922 (XI of 1922), the 
Board shall be deemed to be a company within the meaning of that 
Act, and shall be liable to income-tax and super-tax accordingly on 
;ts income, profits and gains. 

(2) The ^ [State] Government shall not be entitled to any refund 
of any such taxes paid by the Board. 

81. Members, officers and servants of the Board to be public 
servants. — All members, officers and servants of the Board shall 
be deemed, when acting or purporting to" act in pursuance of any of 
the provisions of this Act, to be public servants within the meaning 
of section 21 of the Indian Penal Code (XLV of 1860). 

82. Protection to persons acting under this Act. — No suit, prose- 
cution or other legal proceeding shall he against any person for any- 
thing which is in good faith done or intended to be done under this 
Act. 

83. Saving of application of Act. — ^Nothing in this Act shall be 
deemed to apply to a licensee on whom a notice under section 5 or 
section 7 of the Indian Electricity Act, 1910 (IX of 1910), has been 
served prior to the coming into force of the sections, Schedule and 
Table mentioned in sub-section (3) of section 1. 


^Subs. by the A.O. 1950 for ^Trovincial”. 
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THE FIRST SCHEDULE 
(See sections 34 and 36) 

Arrangements in respect of controlled stations 
PART I 

Assumption of control 

I. (1) The Board shall by notice in writing to the licensee fix 
a date (hereafter in this Schedule referred to as the date of control), 
being the first day of a year of account of the licensee, and from 
such date the licensee shall, except where prevented by causes beyond 
his control, be under obligation — 

(a) subject to such directions as the Board may from time to 

time give him, to keep the station at all times in good 
and substantial repair and condition and ready for use, 
together with adequate staff for operating, maintaining 
and controlling the station, and not to make any sub- 
stantial alterations or renewals in, or remove any essen- 
tial or substantial part of, the station without the 
consent in writing of the Board; 

(b) to operate the station so as to generate such quantity of 

electricity with such units of plant at such rates of out- 
put and at such times, or to cease to generate electricity 
during such periods, as the Board may direct; 

(c) to carry out as soon as may be practicable such reasonable 

extensions, alterations or renewals of the station or any 
part thereof as the Board may from time to time direct; 

(d) to supply to the Board all the electricity generated at the 

station. 

(2) To enable a licensee to comply with any direction under sub- 
paragraph ( 1 ) requiring extension of the station or any part thereof 
for purposes of the Board, the Board may, if it considers it expedient 
and practicable so to do, offer to advance to him a loan upon such 
terms and conditions as it may deem proper and the licensee shall 
accept the loan from the Board on the terms and conditions offered, 
unless he raises a loan from other sources or employs his own funds 
for purposes of such extension on terms similar to the terms offered 
by the Board: 

Provided that notwithstanding anything contained in any law or 
in any mortgage, charge or instrument executed by the licensee, the 
loan so advanced by the Board and the interest thereon shall be a 
first charge on the extension and subject to any prior encumbrance 
shall also be charged on the rmdertaking and all the revenues of the 
licensee and no such loan shall be amortised in any way by the 
licensee : 

Provided further that if at the date of purchase of the station 
under this Act or of the licensee’s undertaking under the Indian 
Electricity Act, 1910 '(IX of 1910), the said principal or any part 
thereof remains unpaid though due for redemption or is not on that 
date due for redemption, then any sum payable by the purchaser as 
579 M. of Law 
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a percentage on account of compulsory purchase imder this Act or 
the said Act shall be reduced by an amount which bears the same 
proportion to that sum as the amount of the said principal or part 
thereof remaining unpaid or not being due for redemption as afore- 
said bears to the total of the ordinary, preference and debenture 
capital of the licensee and the loans advanced by the Board under 
this sub-paragraph. 

Explanation . — ^In this sub-paragraph, the expressions “ordinary 
capital”, “preference capital” and “debenture capital” have the 
meanings respectively assigned to them in the Sixth Schedule. 

II. From the date of control the Board shall, except where pre- 
vented by causes beyond its control, be under obligation to supply 
to the licensee, and the licensee shall be under obligation to take 
from the Board, the whole of the electricity required by the licensee 
for the purposes of his undertaking, except such quantity of electri- 
city as the licensee may for the time being be entitled under para- 
graph III to purchase from a source other than the Board or as he 
may be generating in another station, not being a controlled station. 

in. Unless otherwise agreed between the Board and the licensee, 
the licensee shall not, where he has received a notice under para- 
graph I, purchase after the date of control any quantity of electricity 
from a source other than the Board: 

Provided that where on the date of the receipt of such notice the 
licensee is bound under any contract to purchase any quantity of 
electricity from some other source, he may, for a period not exceed- 
ing two years after the date of control or for such further period, 
if any, as the Board may allow, continue to purchase electricity 
imder the said contract from such other source. 

rV. The Board shall pay to the licensee, whether or not any 
electricity is generated at the station, the costs ascertained in ac- 
cordance with the provisions of the Eighth Schedule. 

V. The price to be paid by the licensee for electricity supplied 
by the Board shall be determined in the manner provided in the 
apprepriate Part of this Schedule. 

VI. The points at which electricity to be supplied under this 
Schedule shall be delivered by the Board and the licensee respec- 
tively shall, unless otherwise agreed between the Board and the 
licensee, be at the generating station, and the pressure of the sup- 
plies shall be such as the Board and the licensee may agree. 

VII. Where any licensee owns more than one controlled 
station — 

(a) such of the several controlled stations as are interconnect- 
ed shaU, for the purposes of this Schedule, be deemed 
to compromise a single controlled station, and, unless the 
subject or context otherwise requires, the provisions of 
this Schedule shall be construed as if the word “com- 
bined” had been inserted before the word “station” or 
the words “generating station” wherever they occur; 
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(b) the electricity supplied at the several controlled stations 

by the licensee to the Board, or by the Board to the 
licensee, shall each respectively be treated as single 
supplies; 

(c) in the application of clause (a) of paragraph XII, the costs 

of production at each of the several controlled stations 
shall be separately ascertained, and in the application 
of clause (c) of the said para^aph — 

(i) the sums ascertained in accordance with clause (a) of 

paragraph I of the Eighth Schedule in respect of each 
of the several controlled stations shall be separately 
allocated between fixed costs and running costs, and 

(ii) the sum of the several fixed costs and the sum of the 

several running costs shall be the fixed costs and the 
runniijg costs respectively of the combined station; 

(d) in directing the operation of the combined station under 

clause (b) of sub-paragraph (1) of paragraph I, the 
Board shall have regard to the nature and capacity of 
the licensee’s transmission system interconnecting the 
several controlled stations and to the requirements of 
the licensee at each of those stations. 

VIII. In the event of the licensee failing, except where prevent- 
ed by causes beyond his control, to perform or continue to perform 
any obligation imposed upon him under this Part, the Board may 
give notice to him in writing that on the first day of the licensee’s 
next succeeding year of account the generating station will be pur- 
chased by the Board, and on such day the Board shall purchase the 
station at a price determined in accordance with the Fourth 
Schedule; and thereafter — 

(a) all the provisions of this Schedule except paragraph II and 

this paragraph shall, in relation to the licensee, cease to 
have effect; 

(b) the Board shall supply the licensee with the electricity 

required by him under paragraph II at such price and 
on such conditions as the Board may determine. 

PART n 

Price to be paid for electricity supplied by the Board under Part I 

IX. There shall be agreed between the Board and the licensee in 
respect of each month of the licensee’s year of account — 

(a) the maximum capacity of the station, that is to say, the 
maximum capacity (expressed in kilowatts available for 
supply to feeders) of such plant and works appertaining 
to the generation of electricity at the station as were 
available for reliable and regular commercial operation 
on the first day of the month. Including the capacity of 
such plant and works as were temporarily out of com- 
mission; 
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(b) the number and size of units of plant and works, forming 
part of the aforesaid plant and works, which ought 
properly to be deemed to be standby if the station were 
not a controlled station; 

(c) the standby capacity of the station, that is to say, the 
number of kilowatts (expressed in kilowatts available 
for supply to feeders) by which the maximum capacity 
of the station would be reduced if the standby plant and 
works referred to in clause (b) were to be left out of 
account; 

(d) the actual effective capacity of the station, that is to say, 
the number of kilowatts by which the maximum capa- 
city exceeds the standby capacity. 

X. (1) The licensee shall be entitled to pmchase from the station 
in each month at a price determined under paragraph XIII a nxxmber 
of kilowatts not exceeding the scheduled effective capacity of the 
station on the first day of that month as determined in sub-para- 
graph (2). 

(2) The scheduled effective capacity of the station shall be agreed 
between the Board and the licensee in respect of each month of the 
year of account, and'^hall be computed in the same manner as the 
actpal effective capacity under paragraph IX, except that there shall 
be left out of account such units of plant and works, if any, forming 
part of the plant and works referred to in clause (a) of the said para- 
graph, as the licensee declares to Tje surplus to his requirements for 
the time being: 

Provided that the licensee shall not declare to be suiplus to his 
requirements any such units of plant or works as were installed or 
were on order at the date of control or which were included in any 
.previous computation of the scheduled effective capacity: 

Provided further that if as a result of the licensee declaring as 
surplus to his. requirements any units of plant or works, the sche- 
duled effective capacity is in respect of any month computed to be 
less than the maximum demand of the licensee on the station for 
the purposes of his own undertaking, then such units of plant or 
works and all further additional units of plant or works shall there- 
after always be deemed to be surplus to the requirements of the 
licensee as aforesaid unless. the Board decides otherwise. 

XI. Of the kilowatt-hours purchased by the licensee from the 
Board in each month, a number of kilowatf-hours not exceeding the 

-number which bears the same proportion to the total number pur- 
chased as the scheduled effective capacity for the month bears to 
the maximum demand of the licensee on the Board in that month 
shall be purchased at a price determined under paragraph XIII; the 
balance being purchased at a price determined under paragraph 
XIV: 

Provided that if the station is a hydro-electric station or if any 
unit of a combined station is a hydro-electric unit, the number of 
kilowatt-hours which the licensee shall be entitled to purchase as 
aforesaid shall be reduced by such amount, if any, as may be agreed 
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between the Board and the licensee, having regard to the nuniber 
of idlowatt-hours actually supplied in the month from such hydro- 
electric station or unit. 

XII. As soon as practicable after the end of a year .of account ; 

(a) there shall be ascertained in respect of that year the cost 

of production at the station in accordance with the 
provisions of the Eighth Schedule; 

(b) there shall be deducted from the total sum ascertained in 

respect of that year under clauses (b), (c), (d), (e) and 
(f) of paragraph I of the Eighth Schedule, such pro- 
portion of the charges referred to in the said clauses as 
are wholly attributable to so much of the plant and 
• works, if any, as has been declared by the licensee under 
sub-paragraph (2) of paragraph X to be surplus to his 
requirements, and the balance remaining after such 
deduction shall for the purposes of this Schedule be 
referred to as the schedule overhead charges; 

Provided that in assessing the said proportion regard shall be 
had to the period during which any such plant or works 
were declared to be surplus as aforesaid; 

(c) there shall be allocated between fixed costs and running 

costs in accordance with the provisions of the Ninth 
Schedule the sum ascertained in respect of that year 
under clause (a) of paragraph I of the Eighth Schedule, 
and the amount of running costs divided by the number 
of kilowatt-hours supplied from the station in that year 
shall for the purposes of this Schedule be referred to as 
the running charges component; 

(d) there shall be ascertained in respect of that year an 

amoiuat (in this Schedule referred to as the scheduled 
fixed works costs) calculated from the expression, 

. "A A. B 

— -|- — X — where — 

2 2 0 ” 

A=the amount of fixed costs ascertained in respect of that 
year under clause (c); 

B=the sum of the scheduled effective capacities for each 
month of that year: 

C=the sum of the actual effective capacities for each month 
of that year. 

XIII. The licensee shall pay to the Board in respect of each 
month of the year of account for the electricity purchased under 
paragraphs X and XI — 

(a) in respect of kilowatts, an amount equal to one-twelfth of 
the sum of the scheduled overhead charges and the scheduled fixed 
works costs; 

(b) in respect of kilowatt hours a sum found by mtiltiplying 
the, number of kilowatt-hours supplied by the running charges 
cdmponent: 

Provided that if in any year of account the station for any 
reason ceases to generate electricity for one thousand hours or 
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more, then for the purposes of ascertaining the running charges 
component and the scheduled fixed works costs under clauses (c) 
and (d) respectively of paragraph XII — 

(i) the said clause (c) shall be construed as if there were 

, substituted for the words “that year” in both places 

, where they occur, the words “the most recent year of 
account in which the station did not cease to generate 
electricity for one thousand hours or more” and as if 
to the said clause the following proviso were added, 
namely; — 

“Provided that so much of the said sum as is represented by ' 
the cost of fuel shall be adjusted to take account of the 
cost which would have been incurred had that fuel been 
consumed at the average prices prevailing in the actual 
year of account”; 

(ii) in evaluating the expression contained in the said clause 

(d), the letter C shall be deemed to be equal to the sum 
of the actual effective capacities for each month of the 
most recent year of account in which the station did 
not cease to generate electricity for one thousand hoixrs 
or more: 

Provided further that if in any year of accoimt there exist 
in the station any units of plant or works which have 
been declared by the licensee xmder sub-paragraph (2) 
of paragraph X to be surplus to his requirements in 
that year, there shall be added to the running charges 
component in respect of that year the amount, if any, . 
by which that part of the said component attributable 
to the cost of fuel is less than ninety per centum of 
the corresponding part of the running charges compo- 
nent in respect of the year of account immediately 
preceding that in which the earliest installed of the said 
units of plant or works first came into commercial 
operation in the station, and in ascertaining the corres- 
ponding part as aforesaid, the fuel consumed shall be 
deemed to be of the same average quality and to be 
consximed at the same average ^ost per ton as the fuel 
consumed in the year of account : 

Provided further that if in respect of any month of the year 
of account any units of plant or works previously 
declared by the licensee as aforesaid to be surplus to 
his requirements are for the first time taken into 
account in assessing the scheduled effective capacity 
for that month, then in addition to the pa 3 nnent 
referred to in clause (a) the licensee shall pay to the 
Board a sum equal to any sums previously paid by the 
Board to the licensee on revenue account (in respect 
of any period prior to the date on which the said units 
of plant or works came into co mmi ssion) by way of 
interest, depreciation, testing and turning-up expenses 
attributable to the said units of plant or works; and the 
sum to be paid as aforesaid shall become due in one or 
more instalments and at such time or times as the 
Board may direct. 
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XIV. The price payable by the licensee to the Board for all 
electricity supplied by the Board to him in excess of the quantities 
referred to in paragraphs X and XI shall be the Grid Tariff. 

XV. The licensee shall have the right at any time, on giving to 
the Board prior notice in writing expiring at the end of any year 
of account, to purchase from the Board at the Grid Tariff the whole 
of the electricity supplied to him by the Board thereafter: 

Provided that the Board in those circumstances may make it a 
condition that the licensee shall, until the date on which the sche- 
duled effective capacity of the station becomes nil, pay«to the Board 
in respect of each month in addition to the Grid Tariff one-twelfth 
of such proportion as the Board may fix of the annual charges by 
way of interest and depreciation which would have been payable 
to the Board in respect of the year of account had the said notice 
not been given : 

Provided further that in assessing the scheduled effective capa- 
city for the purposes of the first proviso all units of plant or works 
which may have been under this Schedule declared or deemed to 
be surplus to the requirements of the licensee at the date of the 
expiration of the said notice and all ad^tional units of plant or 
works shall after that date always be deemed to be surplus to the 
requirements of the licensee: , 

Provided further that after the expiration of the said notice the 
licensee shall not be entitled any time to purchase electricity from 
the Board at the price ascertained under paragraph XIII. 

PARTm 

Permanent closing down of a controlled station 

XVI. The Board may give the licensee not less than six months’ 
notice in writing expiring at the end of any year of account that 
from the first day of the next succeeding year of account it will not 
again direct the licensee to generate any electricity in the station, 
and upon that date (hereinafter in this Schedule referred to as the 
date of closing down) the station shall be permanently closed down. 

XVII. From the date of closing down paragraphs I, TV and VIII 
shall, in relation to the station, ceases to have effect, and on receipt 
of the notice under paragraph XVI the licensee shall have the option 
(to be exercised by a date not later than three months prior to the 
date of closing down) either — 

(a) (i) to sell the station at any tinje after the date of closing 

down, and 

(ii) to purchase the electricity supplied to him by the Board 
at the Grid Tariff, or 

(b) (i) to require the Board to purchase. the station or at the 

option of the licensee the undertaking of the licensee 
at the date of closing down at a price determined under 
. the Fourth Schedule, and 
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(ii) to purchase the electricity supplied to him by the Board in 
accordance with the provisions of Part II as modified bv 
paragraph XVIII: 

Provided that where the station cannot be severed from the 
distributing system of the licensee or where the sever- 
ance of the station from the distributing system of the 
licensee is likely to affect prejudicially the interests of 
the Licensee, the licensee shall be entitled to demand that 
the Board shall purchase his entire undertaking and on 
such demand being made the Board shall purchase the 
entire undertaking of the licensee. 

Any question arising under the proviso to this paragraph shall 
be referred to arbitration under section 76. 

“ XVIII. Where a licensee exercises his option under paragraph 
XVn in terms of clause (b) thereof, the Board shall comply with the 
requirement to purchase the station under sub-clause (i) of that 
clause, and in applying the provisions of Part II to the purchase by 
the licensee of electricity supplied to him by the Board, — 

(a) the station shall, notwithstanding that it has been perma- 

nently closed down, be deemed to remain a controlled 
station in operation but to be such a station which has 
ceased to generate electricity for one thousand hours or 
more during each year of account; 

(b) clause (a) of paragraph IX shall be construed as if the 

following were substituted therefor, namel3' ' — 

“(a) the maximum capacity of the station, that is to say, the 
maximum capacity (expressed in kilowatts available 
for supply to feeders) of such plant and works apper- 
taining to the generation of electricity at the date of 
closing down as would have been available for reliable 
and regular commercial operation on the first day of 
each month, had the station not been closed down 
under Part III and had no replacement of any major 
item of such plant or works been carried out : ” 

(c) clause (a) of paragraph XII shall be construed as if the 

following were substituted therefor, namely: — 

“(a) there shall be ascertained in respect of the year of 
account such annual charges by way of interest and 
depreciation attributable to the assets purchased by 
■ the Board under Part III as would have resulted from 
the application of clauses (e) and (f) of paragraph I of 
the Eighth Schedule had those assets remained in the 
ownership of the licensee;” 

(d) clause (b) of paragraph XII shall be construed as if the 

reference therein to clauses (b), (c) and (d) of paragraph 
I of the Eighth Schedule were omitted; 

(e) tb^je shall be added to the sum payable by the licensee to 

the Board vmder clause (a) of paragraph Xm in each 
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month of the year of account a sum equal to one-twelfth 

“A X B 

of the amount calculated from the expression, 


where — 

A = that part of the scheduled overhead charges payable by 
the licensee to the Board in respect of the most recent 
year of account during which the station did not cease 
to generate electricity for one thousand hours or more, 
which relates to the items referred to in clauses (b), 
(c) and (d) of paragraph I of the Eighth Schedule; 

B=the sum of the scheduled effective capacities for each 
month of the year of account; 

C=the sum of the scheduled effective capacities for each 
month of the most recent year of account as aforesaid. 

PART IV 

Purchase by Board of controlled station not to be closed down 

• XIX. Where’ in respect of any month notified by the Board (and 
hereinafter in this Schedule referred to as the relevant month), the 
scheduled effective capacity of the station is computed under para- 
graph X to be less than one-half of the actual effective capacity of 
the station, the Board may give to the licensee six months' notice in 
writing that on the first day of the year of account next following 
the date of expiration of such notice the station will be purchased by 
the Board. 

XX. Notwithstanding anything contained in paragraph X, in 
computing the scheduled effective capacity for purposes of paragraph 
XIX there shall be left out of account all such units of plant and 
works as would not reasonably have been required by the licensee 

. for purposes other than supply to the Board had the station not been 
a controlled station. 

XXI. Where a notice , under paragraph XIX has been served by 
the Board on the licensee, the Board shall purchase the station or 
where a severance of the station from the distributing system of 
the licensee is not possible or is likely to affect prejudicially the 
interest of the licensee and the licensee so requires the entire under- 
taking of the licensee at the date specified in the notice and at a 
price determined under the Fourth Schedule. 

XXII. From the date of purchase of the station or at the option 
of the licensee the undertaking of the licensee imder paragraph XXI 
the provisions of paragraphs I, W and 'VIII shall, in relation to the 
station, cease to have effect, and the licensee shall be required to 
purchase the electricity supplied to him by the Board in accordance 
with the provisions of Part 11 as modified by paragraph XXIII. 

XXIII. In appljdng the provisions of Part II to the purchase by 
a licensee whose station has been purchased under this Part of 
electricity supplied to him by the Board, — 

<a) the station shall, notwithstanding that it has been pur- 
chased by the Board, be deemed to remain a controlled 
station; 
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(b) clause (a) of paragraph XII shall be construed as if the 

reference therein to the provisions of the Eighth Schedule 
excluded a reference to clauses (b), (c) and (d) of para- 
graph I of that Schedule, and as if the following proviso 
were added to the said clause (a), namely: — 

“Provided that the annual charges to be included in accord- 
ance with clauses (e) and (f) of paragraph I of the said 
Schedule shall be such as would have resulted had the 
assets purchased by the Board imder Part IV reinained 
in the ownership of the licensee”; 

(c) clause (b) of paragraph XII shall be construed as if the 

reference therein to clauses (b), (c) and (d) of paragraph 
I of the Eighth Schedule were omitted; 

(id) there shall be added to the sum payable by the licensee to 
the Board under clause (a) of paragraph XIII in each 
month of the year of account a sum equal to one-twelfth 

* “AxB 

• of the amount calculated from the expression, ^ 

wheye — 


A=that part of the scheduled overhead charges payable by 
the licensee to the Board in respect of the last year of 
account in which the station was in the ownersWp of 
the licensee, which relates to the items referred to in 
clauses (b), (c) and (d) of paragraph I of the Eighth 
Schedule; 

B=the sum of the scheduled effective capacities for eacli 
month of the year of account; 

C=the sum of the scheduled effective capacities' for each 
month of the said last year of account. 


THE SECOND SCHEDULE 
(See section 35) 

Supply by Board to licensees owning stations other than controlled 

stations 

I. Before the end of each year the Board shall declare to the 
Mcensee in respect of each of the two next succeeding years the maxi- 
mum number of kilowatts which it will make available for the 
purpose of the licensee’s undertaking. 

II. Where the Board and the licensee agree that the number of 
kilowatts declared under paragraph I will be inadequate to meet the 
requirements of the licensee having regard to the capacity of ihe 
licensee’s generating plant, the Board shall not refuse its consent 
under section 44, the provisions of that section notwithstanding, to 
the installation by the licensee of such generating plant as he may 
reasonably require for the purposes of his undertaking, unless the 
Board is able appropriately to amend its declaration within a reason- 
able time. 
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III The licensee shall be entitled to demand from the Board, and 
the Board shall, except where prevented by causes beyond its control, 
be under obligation to supply to the licensee, a maximum number of 
kilowatts in each year not exceeding, without the consent of the 
Board, the maximum number of kilowatts declared under this 
Schedule in respect of that year. 

IV. The point at which the electricity to be supplied under this 
Schedule shall be delivered to the licensee shall, unless otherwise 
agreed between the Board and the licensee, be at the licensee’s 
generating station, and the pressure of supply shall be such as may 
be agreed between the Board and the licensee. 

V. The Board shall bear the whole of the cost of the service 
apparatus required for making the supply under this Schedule avail- 
able to the licensee. 

VI. The price to be paid by the licensee to the Board in respect 
of each year for electricity supplied under this Schedule shall be the 
Grid Tariff. 


THE THIRD SCHEDULE 
(See section 36) 

Closing down of generating stations other than controlled 

stations 

I. Where the Board proposes under section 36 permanently to 
close down a generating station other than a controlled station, it 
shall give the licensee owning the station not less than six months’ 
notice in writing expiring at the end of any year of account that 
from the first day of the next succeeding year of account (hereafter 
in this Schedule referred to as the date of closing down) the station 
shall be permanently closed down. 

II. From the date of closing down the Board shall be under obliga- 
tion to supply to the licensee, except, where prevented by causes 
beyond its control, and the licensee shall be under obligation to take 
from the Board, the whole of the electricity required by the licensee 
for the purposes of his undertaking, except such quantity of electricity 
as the licensee may for the time being be entitled under paragraph 
III to purchase from a source other than the Board or as he may be 
generating in another station, not being a controlled station. 

HI. Unless otherwise agreed between the Board and the licensee, 
the licensee shall not, where he has received a notice under paragraph 
I, purchase after the date of closing down any quantity of electricity 
from a source other than the Board: 

Provided -that where on the date of the receipt of such notice the 
licensee is bound under any contract to purchase any quantity of 
electricity from some other source, he may, for a period not exceed- 
ing two years after the date of closing down or for such further 
period, if any, as the Board may allow, continue to purchase elec- 
tricity under the said contract from such other source. 
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IV. (1) The point at which electricity to be supplied by the 
Board shall be delivered to the licensee shall, unless otherwise agreed 
between the Board and the licensee, be at the licensee’s generating 
station, and the pressure of supply shall be such as may be agreed 
between the Board and the licensee. 

(2) The Board shall bear the whole of the cost of the service 
apparatus required for making the supply available to the licensee. 

V. The licensee shall have the option, to be exercised by a date 
not later than three months prior to the date of closing down, either — 

(a) (i) to sell the station at any time after the date of closing 

down, and 

(ii) to purchase the whole of the electricity supplied to him 
by the Board at the Grid Tariff, or 

(b) (i) to require the Board to purchase the station at the date 

of closing down at a price determined under the Fourth 
Schedule, and 

(ii) to purchase the whole of the electricity supplied to him 
by the Board on the terms hereafter set out in this 
Schedule. 

VI. Where a licensee exercises his option under paragraph V in 
terms of clause (b) thereof, the Board shall comply with the require- 
ment to purchase under sub-clause (i) of that clause, and the follow- 
ing provisions of this Schedule sTiall apply. 

VII. As soon as practicable after the licensee has exercised his 
option as aforesaid, there shall be ascertained and agreed between 
him and the Board the following quantities in respect of each year 
of account subsequent to the date of closing down, namely : — 

(a) The maximum capacity of the station, that is to say, the 

maximum capacity (expressed in kilowatts available for 
supply to feeders) of such plant and works appertaining 
to the generation of electricity ^t the date of closing ^ 
down as would have been available for reliable and 
regular commercial operation on the first day of the year 
of account, had the station not been closed down under 
this Schedule and had no replacement of any major item 
of such plant or works been carried out subsequent to 
the date of closing down. 

(b) The number and size of units of plant and works, forming 

part of the aforesaid plant and works, which woxild have 
represented reasonable standby in the station. 

(c) The standby capacity of the station, that is to say, the 

number of kilowatts (expressed in kilowatts available 
for supply, to feeders) by which the maximum capacity 
of the station would be reduced if the standby plant and 
works referred to in clause (b) were to be left out of 
account. 

(d) The agreed effective capacity of the station, that is to say, 

themuinber of kilowatts by which the maximum capacity 
exc^ds the standby capacity. 
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VIII. As soon as practicable after the date of closing down there 
shall be ascertained in agreement between the Board and the licensee 
in respect of each of the three consecutive years of account imme- 
diately preceding the date of closing down (hereaftef- in this Schedule 
referred to as the basic years) — 

(a) the sums expended by the licensee and wholly attributable 

to the generation of electricity under the following 
heads, namely: — 

(i) fuel; 

(ii) oil, water and stores consumed; 

(iii) salaries and wages and any contribution by the licensee 

for pensions, provident fund, superannuation and insur- 
ance of officers and servants; 

(iv) repairs and maintenance, and renewals not chargeable to 

capital account; 

(v) management, rents, rates and taxes (including super-tax 

payable by the licensee as a company, but excluding 
other taxes on profits), insurance of plant and general 
establishment charges; 

(vi) any other expense- on revenue account; 

(b) the actual effective capacity of the station on the first day 

of each such year agreed in accordance with the -principles 
set out in paragraph IX of the First Schedule. 

IX. As soon as practicable after the beginning of each year of 
account there shall be ascertained in respect of thlt year such annual 
charges by way of interest and depreciation attributable to the assets 
purchased by the Board under, this Schedule as would have resulted 
from the application of clauses (e) and (f) of paragraph I of the Eighth 
Schedule, had those assets remained in the ownership of the licensee. 

X. The licensee shall be entitled to purchase from the Board in 
each year of account at a price determined under paragraph XI — 

(a) a number of kilowatts not exceeding the agreed effective 

capacity ascertained in respect of that year under para- 
graph VII, and 

(b) a number of kilowatt-hours not exceeding the number of 

kilowatt-hours which bears the same proportion to the 
total number of kilowatt-hours required by the licensee 
in that year for the purposes of his undertaking as the. 
agreed effective capacity ascertained in respect of that 
year bears to the total maximum demand of the licensee 
in that year for the said purposes. 
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XI. The price payable by the licensee in respect of each year of 
account for the quantity of electricity specified in paragraph X shall 
be — 

(a) in respect of kilowatts, a fixed charge equal to the sum of — - 

“A A B 

(i) an amount calculated from the expression j x — 

2 2 C” 

«B X D 

(ii) an amount calculated from the expression 

C” 

(iii) the annual charges by way of interest and depreciation 

ascertained in respect of the year of account under 
paragraph IX, where — 

A = one-third of the total costs during the basic years 
under heads (ii), (iii), (iv) and (vi) set out in clause 
(a) of paragraph VIII; 

B=the agreed effective capacity for the year of accovuxt; 

C= one-third of the sum of the actual effective capacities 
[ascertained under clause (b) of paragraph VIII] for 
each of the basic years; 

D= one-third of the total costs during the basic years 
under head (v) set out in clause (a) of paragraph VIII; 

(b) in respect of kilowatt-hours, a running charge per kilowatt- 

hour ascertained — 

(i) by multiplying the total number of tons of fuel consumed 

* in the station in the basic years by the estimate agreed 

between the Board and the licensee of the cost per ton 
which would have been incurred in delivering and 
handling the same quantity of fuel of equivalent 
calorific value to the furnaces in the station during the 
year of account, had the station remained in the owner- 
ship of the licensee, and 

(ii) by dividing the total cost so found by the total number 

of imits sent Out from the station in the basic years. 

XII. The price payable by the licensee for all electricity supplied 
to him by the Board in excess of the quantity specified in paragraph 
X shall be the Grid Tariff. 

‘ XIII. The licensee shall have the right at any time on giving the 
Board prior notice in writing expiring at the end of a year of account 
of purchase at 'the Grid Tariff the whole of the electricity supplied 
to him by the Board : ", 

Provided that the Board in those circumstances may make it a 
condition that the licensee shall, until the date on which the agreed 
effective capacity of the station becomes nil, pay to the Board in each 
year of account in addition to the Grid Tariff a sum equal to such 
proportion as the Board may fix of the annual charges by way of 
interest and depreciation ascertained in respect of the year under 
paragraph IX: 

Provided further that after the expiration of the said notice, the 
licensee shall not be entitled at any time to purchase electricity from 
the Board at the price ascertained rmder paragraph XI. 
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THE FOURTH SCHEDULE 

(See sections 23 and 37 and First and Third Schedules) 

Price for undertakings, generating stations and main transmission 
lines purchased by the Board 

I. For the purposes of this Schedule — 

(a) “date of vesting” means the date on which the under- 

taking, generating station, main transmission line or 
asset forming part of such station or line, as the case 
may be, vests in the Board; 

(b) “original cost” of an asset means the amount of expenses 

certified or determined under paragraph II to have been 
properly incurred on and incidental to the provision of 
the asset for the purposes of the undertaking, generating 
station or main transmission line, as the case may be; 

(c) “prescribed period” shall have the meaning assigned to it 

in. the Sixth Schedule. 

II. The price to be paid for any undertaking, generating station 
or main transmission line as the case may be purchased by the Board 
under this. Act shall be such sum as may be certified by an auditor 
appointed by the ^ [State] Government in this behalf to have been the 
amount properly incurred on and incidental to the establishment 
of the undertaking, station or main transmission line, as the case 
may be, less depreciation thereon on the scale set out in paragraph 
III: 

■ Provided that there shall be added to such sum as aforesaid 
on account of such purchase of the generating station or main trans- 
mission line such reasonable compensation as may be determined 
by the Board having due regard to the fact that a portion of the 
undertaking is to be acquired: 

Provided further that if the Board or the licensee is dissatisfied 
with the sum so certified, the matter shall, in default of agreement 
between them, be determined as provided in section 76. 

III. The scale of depreciation referred to in para^aph II shall 

be in respect of the portion of the prescribed period prior to the date 
of vesting, — ' 

(a) for land owned under full title, including the cost of clear- 

ing the site, nil; 

(b) for other assets specified in the Table appended to the 

Seventh Schedule, the amount which would be produced 
by the end of the said portion of the prescribed period if 
during. that portion an allowance were ndade annually 
on account of depreciation in accordance with the provi- 
sions of paragraph VI of the Sixth Schedule. 

IV. The auditor appointed under paragraph II shall be a person 
qualified under the provisions of section 144 of the Indian Companies - 
Act, 1913 (VII of 1913) to act as an auditor of companies. 

V. The auditor’s costs under this Schedule shall be shared equally 
by the Board and the licensee concerned. 


^Subs. by the A.O. 1950 for “Provincial”. 
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THE FIFTH SCHEDULE 
(See section 41) 

Charges for use by Board of transmission lines and mam 
transmission lines 

I. The following charges and allowances shall be made in respect " 
of a year of accoimt for the use by the Board of main transmission 
lines or transmission lines (hereafter in this Schedule referred to as 
lines), namely: — 

(a) the actual cost of maintenance of the lines, including 

renewals thereof not chargeable to capital accoimt; 

(b) sums paid in respect of the lines for insurance and as rents, 

rates and taxes (including super-tax payable by the 
licensee as a company but excluding other taxes on 
profits); 

(c) the proportion of management and general establishment 

charges properly attributable to the lines; 

(d) any other expenses on revenue account properly attribut- 

able to the lines; • 

(e) interest on money properly expended for capital purposes 

(whether defrayed out of capital or revenue) and attri- 
butable to the lines, and interest on such working^ 
capital as is properly attributable to the lines: 

Provided that for the purpose of ascertaining the principal 
on which interest is payable within the meaning of, this 
clause, there shall be left out of account any part of 
principal interest on which is charged to capital; 

(f) an allowance for depreciation of an amount detennined in 

respect of the lines in accordance with the provisions of 
paragraph VI of the Sixth Schedule. 

II. If the lines are used partly by the Board and partly by the 
licensee owning them, or if the arrangement for their use comes into 
force or determines otherwise than at the beginning or end of a year 
of account, the charges, and allowances referred to in paragraph I 
shall be the proper proportion thereof having regard to the use made 
of the lines by the Board and the period of such use during the_ year 
and with the addition of the cost of such additional transmission 
losses as may have been incurred by the licensee as a result of the 
Board’s user of the lines. 

III. For the purposes of clause (e) of paragraph I the rate of 
interest shall be — 

(a) where the licensee owning the lines is a local authority, 

the average rate payable on the money raised by that 
authority for the purpose of constructing the lines: . 

(b) in any other case, 5 per centum per annum. 
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THE SIXTH SCHEDULE 
(See section 57) 

Financial principles and their application 

I. The licensee shall so adjust his rates for the sale of electricity 
by periodical revision that his clear profit in any year shall not as 
far as possible exceed the amount of reasonable return ; 

Provided that the licensee shall not be considered to have failed 
so to adjust his rates if the clear profit in any year of account has 
not exceeded the amount of the reasonable return by more than 
thirty per centum of the amount of the reasonable return. 

II. (1) If the clear profit of a licensee in any year of account is 
in excess of the amount of reasonable return, one third of such 
excess, not exceeding 7^ per cent, of the amount of reasonable 
return, shall be at the disposal of the undertaking. Of the balance 
of the excess, one-half shall be appropriated to a reserve which shall 
be called the Tariffs and Dividends Control Reserve and the remain- 
ing half shall either be distributed in the form of a proportional 
rebate on the amounts collected from the sale of electricity and meter 
rentals or carried forward in the accounts of the licensee for distri- 
bution to the consumers in future, in such manner as the ^[State] 
Government may direct. 

(2) The Tariffs and Dividends Control Reserve shall be available 
for disposal by the licensee only to the extent by which the clear 
profit is less than the reasonable return in any year of account. 

(3) On the purchase of the undertaking under the terms of its 
licence any balance remaining in the Tariffs and Dividends Control 
Reserve shall be handed over to the purchaser and maintained as 
such Tariffs and Dividends Control Reserve. 

III. There shall be created from existing reserves or from the 
revenues of the undertaking a reserve to be called “Contingencies 
Reserve”. 

rv. (1) The licensee shall appropriate to Contingencies Reserve 
from the revenues of each year of account a sum not less than one 
quarter of one per centurm and not more than one-half of one per 
centum of the original cost of fixed assets, provided that if the said 
reserve exceeds, or would by such appropriation, be caused to exceed 
five per centum of the original cost of fixed assets, no appropriation 
shall be made which would have the effect of increasing the reserve 
beyond the said maximum. 

(2) The amount of the Contingencies Reserve shall be invested 
in securities authorised under the Indian Trusts Act, 1882 (II of 1882). 

V. The Contingencies Reserve shall not be drawn upon during 
the currency of the licence except to meet such charges as the 
^ [State] Government' may approve as being — 

(a) expenses or loss of profits arising put of accidents, strikes 
or circumstances which the management could not have 
prevented; 

^Subs. by the A.O. 1950 for “Provincial”. 

579 M. of Law 
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(b) expenses on replacement or removal of plant or works 
. other than expenses requisite for normal maintenance 

or renewal: 

(c) compensation payable under any law for the time being 

inforce and for which no other provision is made. 

VI. (1) There shall be allowed in each year in respect of depre- 
ciation of fixed assets employed in the business of electricity supply 
such an amount as would, if set aside annually throughout the 
prescribed period and accumulated at compound interest at 4 per 
centum per annum, produce by the end of the prescribed period an 
amount equal to 90 per cent, of the original cost of the asset after 
taking into account the sums already written off or set aside in the 
books of the undertaking. Annual interest on the accumulated 
balance will be allowed as an expense from revenue as well as the 
annual incremental deposit: 

Provided that, within 3 months from the date upon which these 
Principles are enacted, a licensee may elect to adopt the Straight- 
line method of depreciation accounting in lieu of the compound 
interest method above prescribed. Straight-line method of depre- 
ciation accounting means the method whereby an allowance is made 
in each year in respect of depreciation of fixed assets employed in 
the business of such an amount as is arrived at by dividing ninety 
per cent, of the original cost of the asset by the prescribed period in 
respect of such asset. 

(2) The year in which any asset becomes available for use in the 
business and the relative cost thereof shall, in the absence of satis- 
factory record, be determined by the ^ [State] Government. All 
sums credited to depreciation account shall be invested only in the 
business of electricity supply of the undertaking or in investments, 
approved by the ^ [State] Government. 

VII. (1) Where any fixed asset ceases to be available for use 
through obsolescence, inadequacy, superfluity or for any other 
reason, it shall be described in the books of the licensee as no longer 
in use and no further depreciation in respect thereof shall be allow- 
ed as a charge against revenue. 

(2) The written down cost of such fixed asset shall be carried 
to a special account in the books of the licensee and the amount for 
which the asset is sold or the amount of its scrap value when 
actually realised shall be set off against the amount so carried. 

(3) The written down cost which still remains to be written off 
in respect of such fixed asset shall be charged against the Contin- 
gencies Reserve by equal annual instalments from the year of 
account in which the asset ceases to be available for use as aforesaid 
up to the date of the next option of purchase of the undertaking 
under the licence or up to the expiration of the prescribed period, 
whichever is earlier. 

VIII. When any asset has been written down in the books of the 
undertaking to 10 per cent, or less of its original cost, no further 
depreciation shall be allowed in respect of that asset. 


^Subs* by the A.O. 1950 for ^Trovincial 
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of account on capital works. The office allowance so 
not exceed — 

(a) In respect of the first Rs. 1 lakh of operatirig ej 

8 per cent. 

In respect of the next Rs. 2 lakhs of operating es 
5 per cent. 

In respect of the next Rs. 7 lakhs of operating ei 
2i per cent. 

In respect of all operating expenditure in excess 
lakhs — per cent.; and . 

(b) In respect of the first Rs. 1 lakh of capital exf 

curred during the year of account — 4 per cen' 

In respect of the next Rs. 2 lakhs of capital exp 
curred during the year of account — 3 per c 

In respect of the next Rs. 7 lakhs of capital exp 
curred during the year of account — per c 

In respect of all capital expenditure in excess of ! 
incurred during the year of account — 1 per 

Operating expenditure for the purposes of sub-parag 
above shall mean the sum of the items of expenditure a 
sub-paragraph (2) (b) of paragraph XVII with the omiss 
under clauses (i), (iv), (ix) and (x) thereof. 

XIV. The Board of Directors of an undertaking shall 
more than ten directors. 

XV. ( 1 ) Where at any time within three years befo 
option of purchase under the licence arises, the licensee 
make any capital expenditure which, exceeds twenty-fi'^ 
rupees or two per centum of the capital base, whichevei 
respect of which any amount would in the event of pur 
the option be payable by the purchaser to the licensee, 
shall, before giving effect to such proposal, apply to tl 
where no Board is constituted, the State] Government 
currence. 

( 2 ) If the Board or the ^[State] Government, as tl 
be, does not within one month from the receipt of such 
consent to such expenditure, the licensee may refer the n 
arbitration of the Authority. 

XVI. Any dispute or difference as to interpretation oi 
arising out of the provisions of this Schedule shall be red 
arbitration of the Authority. 

Definitions 

. XVII. For tbe purposes of this Schedule — 

( 1 ) “capital base” means the sum of — 

(a) the original cost of fixed assets, subject to the 
. para. XII in respect of service l ines: 

3^Subs. by the A.O, 1950 for ''Provinctar*. 
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(b) the cost of intangible assets; 

(c) the original cost of work in progress; 

(d) the amount of investments compulsorily made under para- 

graph IV of this Schedule, together with such invest' 
ments made before or after the commencement of this 
Act from contributions towards depreciation as may be 
shown to the reasonable satisfaction of the Authority as 
being amounts which could not be or could not have 
been utilised by the undertaking under clauses (a) and 
(b) of this sub-paragraph; 

t. 

(e) an amount on account of working capital equal to the sum 

of — 

(i) one-twelfth of the sum of the book cost of stores, mate- 

rials and supplies including fuel on hand at the end of 
each month of the year of account; 

(ii) one-twelfth of the sum of cash and bank balances and 

call and short term deposits at the end of each month 
of the year of account, not exceeding in the aggregate 
an amount equal to one quarter of the expenditure 
under sub-paragraph 2(b) of this paragraph excluding 
clauses (i), (iv) and (x); 

less — 

(i) the amounts written off or set aside on account of depre- 

ciation of fixed assets and amounts written off in res- 
pect of intengible assets in the books of the under- 
taking before or after the commencement of this Act; 
and 

(ii) the amount of any loans advanced by the Board under 

the provisions of sub-paragraph (2) of paragraph I of 
the First Schedule. 

(2) “clear profit” means — 

the difference between the amount of income and the sum of 
expenditure plus specific appropriations, made up in each 
case as follows: — 

(a) income derived from — 

(i) gross receipts from sale of energy, less discounts appli- 

cable thereby; 

(ii) rental of meters and other apparatus hired to consumers; 

(iii) sale and repair of lamps and apparatus; 

(iv) rents, less outgoings not otherwise provided for; 

(v) transfer fees; \ 

(vi) investments fixed and call deposits, and bank balances; 

(vii) other general receipts accountable in the assessment of 

Indian Income-tax and arising from and ancillary or 
incidental to the business of electricity supply. 
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(b) expenditure incurred on — 

(i) generation and purchase of energy; 

(ii) distribution and sale of energy; 

(iii) rents, rates and taxes, other than all taxes on income 

and profits; 

(iv) interest on loans advanced by the Board under sub- 

paragraph (2) of paragraph I of the First Schedule.; 

(v) interest on security deposits; 

(vi) legal charges; 

(vii) bad debts; 

(viii) auditors’ fees; 

(ix) management including managing agents’ remuneration 

as provided for in para. XIII; 

(x) depreciation, computed as hereinafter set out; 

(xi) other expenses admissible under the law for the time 

being in force in the assessment of Indian Income-tax 
and arising from and ancillary or incidental to the 
business of electricity supply; 

(xii) contributions to Provident Fund, staff pension, gratuity 
and apprentice and other training schemes. 

(c) special appropriations sufficient to cover — 

(i) previous losses (that is to, say excess of expenditure over 

income) which have arisen from the business of 
electricity supply to the extent in any year actually 
appropriated for the purpose in the books of the 
undertaking; 

(ii) all taxes on income and profits; 

(iii) instalments of written down amounts in respect of in- 

tangible assets and new capital issue expenses to the 
extent in any year actually appropriated for the pur- 
pose in the books of the undertaking; provided that 
the amounts so appropriated shall not exceed the 
amount foiund by dividing the written down cost of 
such assets by the number of complete years remain- 
ing before the next option of purchase under the 
licence arises; 

(iv) contributions to the contingency reserve, computed as 

hereinafter set out; 

(v) contributions towards arrears of depreciation; 

(vi) other special appropriations permitted by the ^ [State] 

Government.** 

(3) “debenture capital” means — 

capital raised against debentures or other instruments creat- 
ing a charge or lien on the assets of the undertaking. 


^Subs. by the A.O. 1950 for "Provincial”. 
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(4) “intangible assets” means — 

underwriter’s commission and such preliminary and pro- 
motional expenditure shown as a debit in the capital 
account of the undertaking, as has . fairly arisen in pro- 
moting the business of electricity supply excluding any 
amount paid on account of goodwill. 

(5) “ordinary capital” means — 

in the case of a company, the amount of ordinary capital paid 
up and attributable to the undertaking of the licensee; 

m other cases the net amount standing to the credit of the 
proprietor or proprietors’ account or accounts whether 
in capital, personal or any other account howsoever 
called and properly attributable to the business of 
electricity supply. 

(6) “original cost” means in respect of any asset the sum of — 

(a) the cost of the asset to the licensee, including the cost of 

delivery and all charges properly incurred in erecting 
and bringing the asset into beneficial use, 

(b) interest charges on capital expenditure incurred from 

borrowed money and properly attributable to the asset 
up to the date of bringing it into use at a rate not exceed- 
ing average Reserve Bank rate ruling at that time* plus 
one per cent., 

(c) a proper addition on account of supervision not exceeding 

fifteen per centum of the cost referred to in sub-para- 
graph (a), 

so however that the original cost of any asset shall not in any case 
exceed the original cost attributed thereto in the books of the under- 
taking. 

(7) “Preference Capital” means — 

The amount of paid up capital attributable to the undertaking 
of the licensee, issued on such preferred terms as are 
sufficient to qualify it for such description. 

(8) “prescribed period” means- 

in respect of each of the assets specified in the table appended 
to the Seventh Schedule, the number of years or period 
specified therein, in relation to such asset, running in 
each case from the beginning of the year of account next 
following that in which the particular asset became 
available for use in the busines,s: 

Provided that, on the application of the licensee, the ^ [State] 
Government may vary the prescribed period in respect 
of any assets in use on the date when this Schedule 
comes into force if, having regard to the physical condi- 
tion of such assets the application of the table to such 
assets would be unreasonable. Any question arising 
out of the decision of the ’■[State] Government on any 
such application shall be referred to the Authority for 
arbitration. 


^Subs. by the A.O. 1953 for “Provincial ” 
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(9) “reasonable return’’ means — 

in respect of any year of account, the sum of the following: — 

(a) the amount found by applying the standard rate to the 

capital base at the end of that year; 

(b) the income derived from investments other than 'those 

made under paragraph IV of this Schedule; 

(c) an amount equal to one-half of one per centum on aiw 
loans advanced by the Board under sub-paragraph (2) 
of paragraph I of the First Schedule. 

(10) “standard rate” means — 

5 per centum, 

(11) “written down cost” means — 

original cost less the amounts set aside or written off on 

account of depreciation in the books of the undertaking. 

THE SEVENTH SCHEDULE 
(See section 68 and the Fifth and Eighth Schedules) 

Depreciation of assets. 

I. Fctr the purposes of this Schedule — 

(a) “financial year” means the financial year of the owner of 

the asset concerned; 

(b) “original cost” and “prescribed period” shall have the 

meanings respectively assigned to them in the Sixth 

Schedule. 

II. (l) 'Save as provided in the Fourth and Sixth Schedules, the 
scale of depreciation applicable to the assets specified in the Table 
appended to this Schedule in any financial year, and proportionately 
for any portion of a financial year, shall be an allowance of such 
amount as would if made annually throughout the prescribed period 
and accumulated at compound interest at the rate of 4 per centum 
per annum produce by the end of the prescribed period an amount 
equal to 90 per centum of the original cost of the asset. 

(2) Such allowance shall cease at the end of the prescribed period 
or when the asset ceases to be used for the purposes of the under- 
taking, whichever is earlier : 

TABLE 

( See also section 57 and the Fourth and Sixth Schedules) 


Description of asset 


A. Land owned under full title 

B. Land held under lease — ^ 


Number 
of years of 
period 


Infinity. 


(a) 


for investment in the land . 


The period of th e 
lease, or the 
period re- 
maining un- 
expired 

the assign- 
ment of the 
lease. 
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Description of asset 


Number 
of years or 
period 


{b) for cost of clearing site 


C. Assets purchased new— 

(a) Plant and machinery in generating stations^ including plant 
foundations — 

( 2 ) hydro-electric | 

( 21 ) steam-electric 

(iii) diesel electric 

(b) Cooling towers and circulating water systems . . , I 

(c) Hydraulic works forming part of a hydro-electric system. 
Including— 

(*) dams, spillways, weirs, canals, reinforced concrete 
flumes and syphons 

(it) reinforced concrete pipe-lines and surge tanks, steel 
pipelines, sluice gates, steel surge tanks , hydraulic 
control valves and other hydraulic works 

id) Buildings and civil engineering works of a permanent charac- 
ter, not mentioned above, — 

CO oflBlces and show-rooms 

(ii) containing thermo-electric generating plant . . ' 

(Hi) containing hydro-electric generating plant # 

(iv) temporary erections such as wooden structures • 1 

(v) others 

(0 Transformers, transformer kiosks, sub-station equipment and " 
other fixed apparatus (including plant foundations)— 


The period of Che* 
lease remain- 
ing unexpired 
fat the date of 
clearing the 
site. 


Thirty-five 

Twenty-five 


Fifteen. 

Thirty. 


One hundred. 


Fifty, 

Thirty, • 
Thirty-five,. 
Five. 


(0 transformers (including foundations ) having a rating 
. of 100 kilovolt amperes mdover. . 

(it) others 

(f) Switchgear, induding cable connections . , , . 

(g) Batteries j 


Thirty-five. 

Twenty-five,. 

Twenty, 


(h) (i) Undergrotmd cd>les induding joint boxes and discon- 
necting boxes * 

(2} Cable duct system., * . • . • . « 
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Description of asset 


.Number 
of years or 
period 


(0 Overhead iines, including supports — 


(0 lines on steel or reinforced concrete supports^ operat- 
ing at nominal voltages higher than 13*2 kilovolts . 


Thirty. 


(li) other lines on steel or reinforced comcete supports . 


Twenty-five. 


(m) lines on wood supports 
O’) Meters 


Twenty. 

Fifteen 


(k) Self-propelled vehicles 

(l) Static machine tools . 

(m) Air-conditioning plant— 

(1) Static 

(it) Portable . 

(«) (2) Office furniture and fittings . 

(22) Office equipment 
(0) Apparatus let on hircj — 

(2) other motors 
(zi) motors 


Seven. 

Twenty. 

Fifteen. 

Seven. 

Twenty. 

Ten. 

Seven. 

Twenty. 


J>. Assets purchased second hand and assets not otherwise provided Such reasonable 
for in this Table. .... period as the 

i[State] Gov- 
ernment deter- 
mines in 
each case hav- 
ing regard to 
the nature^ age 

^ and conditiont 

of the asset as 
the time of it 
acquisition by 
t he owner. 



THE EIGHTH SCHEDULE 


(See the First and Third Schedules) 
.Determination of cost of production of electricity at Generating 

Stations. 


I. For the purpose? of the First and Third Schedules,. the. CQst of 
production of electricity at a generating station shall be ascertained 
by calculating and taking into, account the. following costs, charges 
.and allowances in respect of the year of account, namery : — 

(a) sums emended for fuel, oil, water and stores consumed, for 
salaries and wages, and any contribution by the licensee 


^Subs. by the A.O. 1950 for " Provincial 
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for pensions, provident fund, superannuation and insur- 
ance* of officers and servants, for repairs and mainten- 
ance and for renewals not chargeable to capital 
account; 

(b) sums paid in respect of the station for insurance and as 

rents, rates and taxes (including super-tax payable by 
the licensee as a company but excluding other taxes on 
profits); 

(c) the proportion of management and general establishment 

charges properly attributable to the station; 

(d) any other expenses on revenue account properly attribut- 

able to the station; 

(e) interest on money properly expended for capital purposes 

(whether defrayed out of capital or revenue) and attri- 
butable to the station, and interest on working capital 
properly attributable to the station and the production 
of electricity therein: 

Provided that for the purpose of ascertaining the principal on 
which interest is payable within the meaning of this 
clause, there shall be left out ctf account any part of 
principal on which interest is payable out of capital; 

(f) an allowance for depreciation of an amount determined in 

respect of the station in accordance with the provisions 
of paragraph VI of the Sixth Schedule. 

II. For the purposes of clause (e) of paragraph I of the rate of 
interest shall be — 

(a) on such part of the principal on which interest is payable 

within the meaning of the said clause as has been 
advanced on loan by the Board under paragraph I of the 
First Schedule, the actual rate charged, by the Board 
plus one-half of one per centum per annum on the loan 
in the year of account; 

(b) on the balance of the said principal — 

(i) where the licensee owning the station is a local authority, 

the average rate payable in th'e year of account on the 
money raised by that authority for the purposes of the 
station; 

(ii) in any other case, 5 per centurri per annum. 

THE NINTH SCHEDULE 
(See the First Schedule) 

Allocation of costs of production at generating stations. 

I. For the purposes of this Schedule — 

. (a) the average load Factor of a station shall be expressed as 
a percentage, and shall be ascertained by multiplying 
the number of kilowatt-hours supplied from the station 
during the year of account by 100; and dividing the 
. product so obtained by the product of the average 
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monthly maximum demand multiplied by the number 
of hours during which the station was in cottimission in 
the year of account: 

vb) the average monthly maximum demand shall be the 
arithmetical average of the monthly maximum demands 
on the station in those calendar months during which 
the station was in commission in the year of account; 

(c) a station shall be deemed to be in commission when the 

whole or any portion of the plant in the station is gene- 
rating electrifitv or is in readiness to generate electricity 
upon demand: 

(d) “cost of fuel” means the sums expended for fuel consum- 

ed plus the cost of any transport, handling, preparation 
or treatment incurred in connection with the delivery of 
fuel to the boiler hoppers, furnaces or engines and in con- 
nection with the disDosal of the products or residues of 
combustion, plus the proportion of salaries and wages 
and any contributions made by the owner of the station 
for pensions, provident fund, superannuation and insur- 
ance of officers and servants properly attributable to 
such delivery or disnosal, less any sums received from 
the sale of any products or residues of combusticm; 

(e) “cost of oil. water and stores” means the sums expended 

for oil. water and stores consumed; 

(f) “cost of repairs, maintenance and renewals” means the 

sums expended for repairs and maintenance and for 
renewals not chargeable to capital account, together 
with the proportion of salaries and wages and any 
contributions made by the owner of the sfStion for pen- 
sions, provident fund, superannuation and insurance of 
officers and servants properly attributable to repairs, 
maintenance and renewals; 

(g) “salaries and wages” means the sums expended for 

salaries and wages and any contributions made by the 
owner of the station for pensions, provident fimd, super- 
annuation and insurance of officers and servants, less the 
proportion of such sums properly attributable to the 
cost of fyel imder clause (d) and to the cost of repairs, 
maintenance and renewals under clause (f). 

n. Of the costs of production of electricity at a generating 
station ascertained in accordance with the Eighth Schedule, tte 
following costs, charges and allowances in respect of the year of 
account shall be allocated as “fixed costs”, namely: — 

(a) of the costs, charges and allowances set out in clause (a) of 

paragraph I of the said Schedule, portions calculated 
from the appropriate formulae set out in paragraph HI; 

(b) the whole of the costs, charges and allowances set out in 

the remaining clause of paragraph I of tke said 
Schedule. 
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« 

III. The portion of the following cost, charges and allowances 
to be allocated as fixed costs shall be ascertained from the formula 
hereinafter set out against each, namely: — 

(a) cost of fiiel ... ... ... 

100-1-12.81. ’ 

* 

(b) oost of oil, water and stores ... ... lOO 

TOf)+9J5(rL' ’ 

(o) salaries and w^ges ... ... ... 100 

l(M}']-al8 L’~' ’ 
100 

(d) cost of repairs, maintenance and renewals lOO-fO.OOOl NL ’ 

where — 

L=the average load factor of the station; 

N=the number of hours during which the station was in 
commission in the year of account. '# 

IV. The amount of the difference between the costs of production 
at a generating, station ascertained in accordance with the Eighth 
Schedule and the fixed costs in respect of. the year of account deter- 
mined in accordance with this Schedule shall be allocated as “run- 
ning costs”. 

V. The foregoing provisions of this Schedule shall not apply in 

any case where it is agreed between the Board and the owner of the 
station that the circumstances or conditions of operation in the 
station, whether temporary or ' continuing, are such that the said 
provisions ought not reasonably to be applied; and in such case the 
allocation between fixed costs and running costs shall be m^4e 
such manner as the Board and the said owner may agree. , ■ 
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